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O MATTER how fine the cover— it's the "inside story 
that decides the quality of a book. 


Its what's inside that makes the big difference in per 
formance of a fine building product, too. 

Take the long, tough fibres in the core of Celotex cane 
fibre building products, for example. These closely-woven 
fibres imprison millions of tiny air cells—create the ideal 
insulating qualities of Celotex board 


Examined under a magnifying glass, {һе serrations or 
hooks on each fibre can actually be seen. These interlock 
ing hooks — more like bamboo than any other domestic 
fibre— give Celotex products their superior structural 
strength and durability 


All Celotex insulation board products are specially 
processed to make them water resistant—and treated by the 
exclusive Ferox process to protect them against dry rot and 
termites. They're easy to handle, easy to apply, economical 
to use 


So look to—and learn to depend upon these quality 
cane fibre building products made by The Celotex Corpo 
ration. And keep in mind that on literally hundreds of 
thousands of building jobs they have proved that they bare 


Zuich "acta on Cemesto —a typical 


Celotex cane-fibre building product 


A multiple -function material used in home and industr 
building jobs as wall units, room partitions, and roof decks 
Cemesto is fire and moisture resistant, eliminates need for in 
termediate support, combines in one material both exteri 
ind interior surface, plus insulation, plus finish. Require 

no painting 


ig” cement-asbestos surface 
for exterior and interior 
finish 


Water and vapor -resistant 
bituminous adhesive bonds 
both exterior and interior 
surface to cane fibre cor 


Celotex cane fibre insulation 
core 


Color: Warm grey 

Sizes: 4 wide x 4’, 6’, 8’, 
10’ or 12’ long in thicknesses 
of 114", 1-9/16" and 2 


the inside quality that counts. 
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A woman usually looks first at the kitchen. 
That’s why it should be as attractive as 
you can make it. 

There’s extra sales appeal in a kitchen 
that’s brightened with expansive areas of 
beautiful Fenestra Steel Casements. 

Provide a view of the outdoors to keep 

F ог ех tra appeal an eye on the children and to relieve the 
boredom of dishes, washing and ironing 
... plenty of ventilation, with vents that 
swing out to scoop in the breezes. And 
PLAN THE (women are keen on this) with Fenestra 
Steel Casements, cleaning both sides is 

easier, safer—from inside the room. 
WINDOWS T00 | Remember these three points when you 

, a 


plan your windows: 

1. Better ventilation 

2. Easier cleaning 

3. Easier opening This calls for steel 
Provide the features that women want 

most. Specify Fenestra Steel Casements— 

for every room in the house. Detroit Steel 

Products Company, Dept. AB-4, 2260 East 

Grand Blvd., Detroit 11, Michigan, 


These call for casements 
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FENESTRA STANDARD TYPES 


C AS t M E N T 8 illustrated above 


Two out of three builders and realtors prefer the home loan service of 
Savings, Building and Loan Associations and Co-operative Banks.* 

Here are the reasdus they give: Because they get quick commitments on 
loans. Because their buyers xeceive friendly, courteous treatment and get 
personal consideration. Because interest rates are low. Because reasonable 
appraisals are given. And because the buildérs-and realtors can get personal 
consultation and help on their own business problems. 

Here's another fact that's important to you. Savings and Loan specialists 
in home financing understand the problems of buyers. They make it their 
business to work out a loan that will be best suited to the buyer's needs. If 
your customer is an acceptable risk, your Savings and Loan Association 
will provide the right type of loan for him. 

For home loans, go FIRST to your Savings, Building and Loan Asso- 


ciation or Co-operative Bank. *This fact was discovered in a rec 


ent survey. 
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... With this Y 
NEW PORTABLE 


Radial Saw 
built of magnesium 


A IMPORTANT DIFFERENCES 


LIGHTEST — Constructed of magnesium, this 
new Portable Monarch Uni-Point is the lightest, 
most compact 12-inch radial saw in the world. 
Now, at a low first cost, you can enjoy Monarch 
Uni-Point's famous advantages right at your elbow 
for week-in-week-out extra profits. 


AT LEAST 25% FASTER — Exclusive one 
point cutting with Monarch Uni-Point, ends costly 
waste motions . . speeds up production so you 


can save af least one whole week's saw time each 
month. 


ALL-PURPOSE — vou can make any kind of 
Production cut in wood with your Portable Mon- 
arch Uni-Point. Its rigidity and machine tool con- 
struction assure absolute accuracy. And its big 3 
by 16-inch crosscut and 20!^-inch ripping capac- 
ity leads the field for radial saws of similar size 
and mobility. 


SAFEST — наз no hazardous, jutting arm. This 
and other protection features make a Monarch 
Uni-Point Radial saw the one you'll be safest with 
for greater, more economical production. Send 
today for full information. 


Write for booklet on 
the PORTABLE 
MONARCH UNI-POINT 


— IT’S FREE —> 


Other MONARCH UNI-POINT Models 


Available also are three larger АН, each with a 16-inch blade, 
stationary Monarch Uni-Point опа 3 HP or 5 HP motor. Their 
models which have set radial saw crosscuf capacity is 4'A4-inches 
records everywhere. They are the deep by 25-inches wide and 0 
Model AJ, Model AE and Model to 31-inches wide for ripping. 


‘Trademark Reg. U. $. Pot. Off. 


AMERICAN SAW MILL MACHINERY CO. 


Manufacturers of Saw Mill and Woodworking Machinery 
50 Main Street * Hackettstown, New Jersey 
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How long is your reputation? 


1945 


Upson Crackproof walls and ceilings will work The following excerpt from the letter of a 
contractor in Louisiana testifies to the 1 


for you vears after they're built! | | : 
c T 3 - " high structural strength of l pson Panels. 


Tornado Leaves Upson Panels Undamaged 


. VOUI Ill hen t torr o struck, the house was ! 
nd ceil- twent | eet , nspection we 
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Upson Products 
ore eosily 
identified 

by the famous 


Blue-Center 


PACEMAKER IN CRACKPROOF PANELS 
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The homes you build 
will sell faster with 


— 


N o home will be modern without ample electrical 


can Bu 


capacity. Home buyers will want more and more of 


the new electrical conveniences. 


Large and small electrical appliances, sun lamps, 
heating pads, laundry equipment...all these and 


more will build greater electrical loads. 


Plan adequate wiring for these needs in the houses 
you build — then make selling capital out of it. A 
well-wired home will be the first to sell in the 


coming competitive years. 


DEQUATE 
IRING 


THE KEY TO THE HOME 
OF TOMORROW : 
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Tg 
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FOR BETTER LIVING 
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Ult many years intensive research on the explanations and recommendations — 96 

e and prevention of leaky brick walls color illustrations. It is a major contribu- 

‘been conducted by various organizations tion to good building. It will be sent free 
individuals, and much vital informa- to any architect, contractor or dealer who 
1 has been gathered. is interested in water-tight masonry. 

һ authorities agree that workmanship is Use the coupon to secure your copy. No 
most important thing involved, but obligation of any sort. 


!! now, no one has attempted to explain 


llustrate the difference between good 
bad workmanship. 


GW 


Louisville Cement Co., Incorporated 
302 Guthrie Street, Louisville 2, Kentucky 


Gentlemen: Without obligation, please send me a copy 
of "Type of Workmanship Recommended to Secure 


Dry Brick Walls. 


Name 


pe of Workmanship Recommended to 
"ure Dry Brick Walls" does just that. In 
à recognized authority on brickwork has 
“piled 16 pages of proven information — 


Firm 


Street 
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BATHROOMS 


Pinion or stainless steel mouldings are a 
must“ in modern bathrooms! Easy to install and 
easy to keep clean, they delight the home owner 
with that touch of shining smartness. Pick up extra 
profit and please your customers by suggesting 
more diversified uses of aluminum and stainless 
steel mouldings. Recreation rooms, kitchens, 
breakfast nooks, stairways all are sources of 


added profit by moulding installation. 


Write Today for our New Catalog 
Address Dept. C5 


329 East 45th Street * New York 17, N.Y. 
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No Need for Wyatt Program 


built annually in the United States in 

the twenty-three years ending with 
1940 was 500,000. Labor and materials 
for building all the housing for which 
there was an effective demand were avail- 
able in 1941. Yet the number of housing 
units built in that year was only 715,000. 
Why was not a great deal more building 
done in 1941? Why, when it was not be- 
ing done, was there not a tumultuous na- 
tionwide outcry that there was develop- 
ing a housing emergency imperatively 
requiring adoption of extreme and revo- 
lutionary government measures? 

There was no such outcry in 1941, be- 
cause there was no evidence of any such 
emergency. And the government showed 
it did not believe there was any such 
emergency by adopting, effective in 1942, 
regulations to limit the construction of 
housing and by failing to relax restric- 
tions until six months ago. Neverthe- 
less, under these controls, in the four 
years 1942-1945, inclusive, there were 
built an average of 317,000 units an- 
nually—only 183,000 less than the aver- 
age number built annually in the pre- 
ceding twenty-three years. Plainly, this 
four years lag in building has not been 
sufficient to cause a great national emer- 
gency of which there were no signs in 
1941. What, then, is the true situation? 

First, the nation is suffering from the 
long-range effects of the terrific decline 
of home-building during the depression. 
Housing built in the eleven years 1919- 
1929, inclusive, averaged 666,000 units 
annually, resulting in a surplus. Housing 
built in the eleven years 1930-1940, in- 
clusive, averaged only 303,000 units an- 
nually. This caused a shortage of desir- 
able accommodations, as shown by the 
fact that building steadily increased from 
93.000 units in 1933 to 336,000 units in 
1937, and to 715,000 in 1941, and would 
have continued to increase excepting for 
war-time restrictions. 


Te average number of housing units 


But a shortage of desirable housing is 
one thing, and a shortage of total hous- 
ing is an entirely different thing. Usually 
new housing partly replaces old housing 
and partly adds to the total supply of 
housing. A decline in building does not 
cause an equal decline in total housing, 
because the less new housing that is 
built, the less old housing is demolished. 

Undoubtedly, there is throughout the 
country a great shortage of new, desir- 
able housing owing to which there 
should be a great increase for years in 
the erection of such housing. Also, dur- 
ing the war there was a huge redistribu- 
tion of population which has caused 
acute shortages of housing in certain 
communities in which population has 
greatly increased. But there is nothing 
whatever in the record of actual facts 
showing that there are acute shortages 
generally which create a great national 
emergency demanding adoption by the 
federal government of such a huge and 
revolutionary program as has been pro- 
posed by Housing * Wyatt. 

Why, then, Mr. Wyatt's program? 
For thirteen years the New Deal clique 
in Washington has been fabricating 
"emergencies" to promote adoption of 
socialistic federal government policies in- 
tended to undermine and finally destroy 
private enterprise. This is just another 
of its fabricated emergencies. Mr. Wyatt 
has been victimized by wholly fictitious 
"data" regarding the general housing 
situation furnished to him by the New 
Deal clique. The program he has based 
on this "data" would not cause the hous- 
ing construction within the mext two 
years that he believes. Instead, it would 
so demoralize industry that probably it 
would prevent the large amount of home 
building that should be done during the 


next ten years. 


Kenal O. Onun, 


American Builder, Apri; 


THIS GIANT “WEATHEROMETER” 


Drove 165 inches of “Rainfall” A 
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U-S-G SHEATHING 


with the Asphalted-Gypsum Core 


Let it rain . . let it pour! U-S-G 
Sheathing weathers all weather, 
stacked on the job, nailed on 
the studs, stocked in open sheds. 
That's what the U-S-G Labora- 
tories proved in a recent test. 
They drenched big panels of 
U-S-G Sheathing with 165 inches 
of simulated rainfall in just 15 
days. . . more rain than the 


average United States locality 
receives in 514 years. Absorp- 
tion was only 3.4% by weight 

. and there was no warping, 
no buckling, no opening of 


joints. Now available in limited 


quantities. For test-it-yourself 
samples and merchandising 
helps, ask yourU-S-G salesman or 
write 300 W. Adams, Chicago 6. 


United States Gypsum 


For Building e For Industry 


Gypsum * lime + Steel - Insulation . Roofing + Paint 


gainst U-S-G Sheathin 


ge. 


As the gypsum core mix is formed, 
waterproof asphalt is dispersed 
throughout. Panels have great brao 
ing strength even when wet. 


FIREPROOF. The gypsum makes these pen 
fireproof, helps protect all kinds of frame c 
struction. No building paper needed 


CUTS SHEATHING COSTS 1 to М. One me 
can handle the !/2""x8'x2' panels, cutting 
nailing right on the studs. You can use 
wood, asbestos, stucco or stone siding. 
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/А DRAWER PULLS 


ARE AN OPEN AND SHUT CASE THAT 
BEAUTY, DURABILITY AND ECONOMY GO 
HAND IN HAND TOGETHER.. 


PA DRE 
ure to have complete stocks of these Hollymade oed 
LO Inch "v No. 607 
ic Drawer Pulls and Knobs so as to get your share 
great Post-War building boom that is now tak- 


E. Considered Ameri- 


outstanding Pull and Knob эни 


| their colorful beauty 3-Inch Pulls, No. 503 
xis purchase on sight. 


x | 4-Inch Pulls, No. 603 d 
ҸӘ 5 A | — 


WILSHIRE | The styles shown are fashioned from 
3-Inch Pulls, No. 501 colorful Plastic and shining Chromium, 
| 4-Inch Pulls, No. 601 p which will never fade or tarnish. Holly- 
made Pulls and Knobs will not chip, crack 
or shatter. They are available in Ivory, 
Yellow, Green, Blue, Black, Red, Maroon 
and Beige. 


PLASTIC 
CABINET HARDWARE 


— MONTEREY PADRE 


we x j 
WILSHIRE 7 3 оз 
\ f. WILSHIRE MODERN 


50 


| XN 2 == 
No. 105 | | же А Sse = — 


ORDER YOUR ОЕ LUXE DISPLAY BOARD NOW 
< сом 
‘attractive Display Board, ness, and shows the most pepe. WASHED — 


Д l^” wide by 18" high, uses lar colors in the Hollym | ER 3 мы, нот === 


‘Counter space but sells You can also 


-eoe 
ecabinet hardware wherever i s mounted with an IFI ASTIC AND MFG. CO. Inc. 
L AJ 


place it. Newly designed, it j val design. Order through 16. CALIFORNIA 
i, with color and your jobber. 


СР 


Dealer's De Luxe Display Boards, 12 x 18 inches 


MANUFACTURERS OF BUILDERS HARDWARE 


Inquiries from Maine to Alaska 
To the Editor 


I would like to express 
my sincere thanks for the article you 
published on pages 86 and 87 of the 
November issue of the American Build 
er regarding the apartment we are build 
ing here in Milwaukee. We were sur 
prised at the responses and inquiries w« 
received from this publicity 

I want to compliment you on the wide 


circulation which vou have, as we had 
inquiries from Maine to Alaska—LES 
LIE MARKOVICH, Secretary, Pioneer 


Builders, Milwaukee, Wi 


American Builder to the front 


Го the Editor: Bouquets to you for a 
dandy magazine ! 
The Americar jwilder, of late has 


been coming to the front by leaps and 


bounds. We all look at it the Тат 
uary number just came in 

The text matter is all good—the illu 
trations are of good work—the deta 
are smart and the ads are interesting 
ED NELSON, Engineer, St. Paul 
Minn 
Breaking bottlenecks 

Го the Editor: May I suggest a way 
f breaking the bottleneck of housing in 
general 

Keep OPA rent ceilings or create 
state emergency rent law for 1 
existing dwelling units only 

Leave the market íree and о 
competitive bidding of rents an le 
of new houses and multiple dwellin 


units, including alterations of existing 
buildings for 
ments. The law of supply and dema 
will soon level « | 


the new units that will quickly s 


uses and apart 


up bv the effort of thous 1 
ers \ | Té nx 15 1 vit 
suc constructior cts 
Let thé ites or 1 nal trovernt 
AT the ! ks poss blv. f 1 
luceme t t vate K llora tf ( 
struct g by furnishing loans 
guarant ns a? mortgag E nk 
slong Н * 1:4 es fne +t . A T 
Itered ng units. thus pr ne 
ipit T risk uré t hel 1 
tall Р 7 с} € T v at £411 ет р] \ 
ment u We 1 «eel 
I et tie тт e 1 ear tax є mp 
t + ^71 u + ter } * t 
Was T fter t} t ар. timn 
late the netriuct T nowctr + - 2 
tain a ! 1 level t er p! eT nt well 
as t create ne using А 11 t 
ї J11 т 11 f ] tir СУ ter 1 f r 
$ using 1 Р Stern prefer 


ence for new living quarters, or pro 
viding Quonset huts, or reconstructing 
Army and Navy barracks, or converting 
two-family houses into thre« 
family dwellings, will give very little re 
lief, nor provide sufficient housing re 
quired, not only for veterans but for the 
pi pul ition in general 

It is que tionable whether the 
$10,000 limitation on individual hous 
ing units. will he Ip the veteran as much 
is it i hoped, since most builders feel 
that for the same effort, time and trou 
ble, they can just as well build the 
higher cost house instead of a $5000 or 
In that event 


one and 


1 
also 


$6000 dwelling how manv 


veterans are there who can afford to 
build, buy or maintain a $10,000 home 
The moral is—leave the market free 
ind open and let private enterprise and 
private interests do the job of providing 
the neci TE housing. rather than 
the heavy hand of government with 
ts political controls, cumbersome meth 
1s, delays, red tape, official bickering, 
buck passing to see who can gain 
litical advantage bv creating a foot 
ill out of the serious housing situation 
BENIAMIN Н. WHINSTON, А! 
hitect. New York, N. Y 


Profit reduces prices 


› the Editor | heard Mr. Bowles' 
tatement over tl Town Meeting of 
he Air" some time ago when he said 
Look at the progre that radio manu 


tacture have made in recent veat 111 
reduc price f their ets.” Ye | 
кырр айла АЙАР 8, Galli di. 
$300 and more, and now vou can buy а 
hetter table t for $40. But, if it was 
t for tl big profit thev made on 
i rst S300 sets to allow for research 
work during free enterprise, vou would 
lot more for sets today A] 
t anvone ki 4 t cost a lot of mone 
t put nev Ot in vti ne ot thre 
irket —HENRY E. CHURCHILI 
Real Estate, Springfield. Ma 
Likes W-E-T bill analysis 
Editor: The writer has read 


lerable interest vour analvsis 

J0 of the January issue of 

. Builder, regarding the W-E-T 
B Senate 1592) and desires to make 
this mment. It is verv well boiled 
to tl ertinent parts of the bill 

1 the t e I W uld like 25 copies 

bus а it to members of our Propert 
Owners Group, because it also has the 
ticle on page 93 bv Arthur W. Binns 
nd his Real Estate Foundation Plan 
vhich we are now studving with a view 


B lendir ur support 


Our Readers Say: 


American Builder, Apri 


lhe policies and plans of the F 
tion, as formulated at its board me 
Dec. 12 and 13 in Washington, 
to be the key to the real estate owy 
dilemma, and I ask you to « ntinue 
publish such articles as I mention h 
with in the hope that they will ing 
every property owner to 


join 
Foundation to save us 


from ultin 


ruin.—FRANK A. SAVILLE, Py 
dent Property Owners Prote 
Assn., Kalamazoo, Mich 
OPA rent controls 

Го the Editor | have eniow 
recent issue of the American Bui 
for the month of January and wx 
commend your timely editorial a 
article concerning present м 
control та the “ham stringing 
real estate owner 

For everal years prior to ou 
pation in World War II, there 


definite left wing tre nd toward « 
tion of industry and private 

of property The leftist pus! 
tinued and, today ye € n 
in attempt to control our n 

ever existed under dictat 
lh most blatant ех imple I 


] 


omv a 


ity and bungling are to be obser: 
respect to the o-called hon 

age Not the least 11 importar 
cause 1 the (0-4 le d rent 
ontrol by the OPA The reg 
ire ontusimg ind ( mpl« xing 
the | t The inte rpret ition of f 
creating the OPA and its regulat 
trict. inflexible and without sne 


gard for rights of persons or pr 


(OW! t I prt te Properti 


regard their investment 
enough to keep their building 
pair ag 1 to modernize them | 
today there exists in this c 
dition 3 hich 1 dangveroy Г! 
owner finds it difficult to obt 


reciation and ob olescet 

ind taxe If he « 
mall profit of int 
there to 1nicTeansc 

nt upon which he « 
return ?—WILLIA? 
General Cont: f 

rning, N. Y 
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incentive 1 
investme 
tle or 
WELCH 


311114‹ r Ci 


no 


Commends February issue 
To the Editor Your 

Builder is as popular as any maga? RU 

could possibly be, and both famil 

friends look for it each m 

last issue is one of vour best, ar 

have been reading Imi rican Rm 


4 om 


manv vears.—A. HENNINGFR 
ec. Westwand WY 
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TRUSCON 
HOLLOW PARTITION 
STUDS 


he I 
rd meet 
gton, s 
ate owns 
continue 
ntion h 
will insg 
join f 
m ulti 
LE, P 


Protect 


strong permanent guardians 


of : building teauly * 


Truscon Studs, for hollow 
partitions, provide the long 
life and rigidity of steel with 
other economy features not 
available in materials less 
permanent. Due to the 
simplification and light wel 
of Truscon Stud units, 
labor costs ore materially 
— reduced. They are fire- 
— — resistant, provide excellent 


NNNNNNNNNWN | 


ictatore NARARARRRAR | М i 
ctators vor T , heat insulation, sound 


ANAS = 
NE — resistance and are rodent 


ond termite proof. They 


will not swell or warp and 
will resist impact, vibration 
or plaster cratking much 
more effectively fhan many 
other types of parfitions. 
Write for complete 
descriptive bulletin giving 


sizes, weights and other 


essential information. 


— 
r . en meta! lath is ot- 


Е 222 | T": toched to both sidet of 
4 Tr on Hollow Pártition 

Stuc on iteal base 

for plaster is obtained 


Manufacturers of а Complete Line of Residen- 
tial Double Hung Windows . . . Residential 
Cosements Security and Basement Win- 
dows . Screens and Storm Sash Metal 
Lath Products industrial Steel Doors .. . 
Coal Chute Doors . . . Steel Lintels Con- 
crete Bars Welded Steel Fabric. 


ГЩ 105сом STEEL COMPANY 


"UNGSTOWN 1, OHIO © Subsidiary of Republic Steel Corporation 
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CONSTANT, ECONOMICAL, HEAVY DUT 


HEATING IS EASY WITH А J & с UNIT 


EFFICIENT HEATING FOR SCHOOLS, CHURCHES 
BUILDINGS AND LARGE HOMES 


In ar 


childre 

things 
earthe: 
* The 
PARI 
J & С Power Heaters are available through your loco sello 
jobber for all homes, apartments, churches, schools, offices, stores and factory buildings. Their 90% direct radic are 
tion surface captures more usable heat from burning fuel, ond the efficient blower system uniformly distribute: е The: 
ecti 

to every portion of the building. It's comfortable, healthful heat—humidified, filtered and changed as often o 

е The: 
desirable. J & C Power Heaters, engineered in a compact, well designed unit, are readily adaptable to burn coc who 
gas, or oil. A durable one-piece doubly-welded construction prevents dirt and fumes from escaping into the oi mod 
stream, insures long life at low maintenance. It is a product of Jackson & Church Company, established in 188! You 
yll 

ok 
u U 

, etter 
"WORK WELL DONE SINCE 81. п 
SUP 


JACKSON & CHURCH COMPANY > SAGINAW, MICHIG4 
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UT 


LIT | ' 1 
* | Hundreds of ques- 
à tions like these are 
| answered in the 
— | 


only home building 
survey ever con- 
ducted exclusively 
among parents 
planning to build. 


GET THE 


of what 2/3 of the market wants 


Government surveys show that 
of all those planning to build 
or buy new homes, two-thirds 
ore families with children. 


In a recent survey among families with 
children PARENTS' MAGAZINE learned some 
things that will surprise you. The facts un- 
earthed in this study are accurate because: 


* They were obtained in the name of 
PARENTS’ MAGAZINE, a trusted coun- 
еПог in American homes where there 

adic are children. 


tes ‘They represent an adequate cross- 
ction of opinion. 


*They embody the thinking of parents 
| who definitely plan to build, buy or 


e о modernize homes in the near future. 
FAMILY HOME DEPARTMENT 


PARIS. 


1881 You'll find these facts invaluable... 
1ll find them in a specially-prepared 

k just off the press... you'll find the 

^ok on your desk within a few days after 


1 write your request on your business Read by More than 875,000 of America's Families with Children, 
ter] id Your Biggest Market 
52 Vanderbilt Ave., New York 17, N. Y. 
SUPPLY IS LIMITED-WRITE TODAY! CHICAGO BOSTON ATLANTA SAN FRANCISCO 
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CECO EXPANDS 
ITS MANUFACTURING PLAN T 


wood 


п А 
LUE 
m | 


trated 


In 1946 plant enlargement exceeding 50% starts a developm 
program encompassing 14 plants and 23 sales offices coast to c0 


Now CECO ENGINEERING Means More Typical CECO 


Metal Windows and Doon 
Th an Ever B e fore Metal Frame Screens 
Metal Weatherstrips 
crowing availability of Ceco's fine Steel Joists, Steel Roof Dect 
: . Metal Lath 
precision-engineered construction products Reinforcing Steel 
Highway Products 
Double-Drain Roofing 


Expansion of Ceco’s great Chicago plant 
is already underway and should be ready 
for use by summer. Further expansion 


even fuller technical engineering services 
of } lants. warehouses and offices from 


where you want them—when you want 


coast to coast. will follow as rapidly as them. Ceco's one ambition is to serve 


possible. To vou this means an ever- 


vou with ever-increasing perfection. e Mail This Handy* 
For Free CECO ¢ 


CECO STEEL PRODUCTS CORPORATION Nod 
MANUFACTURING DIVISION, 5655 WEST 26TH STREET, CHICAGO 50, ILLINOIS [^ sot 
Concrete Engineering Division, Merchant Trade Division, Highway Products Division CECO STEEL PRODUCTS COR 
Offices, Warehouses and Fabricating Plants in Principal Cities 26. 5 West 26th Street 
Chicago 50, Illinois 
Please send me catalogs chem 
Windows and Doors See 


Spee’ 
Screens x 


onstruction products CECO ENGINEERING makes the Lig difference ad 


Address 


City 
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Т BUILDERS INTERESTED IN SELLING 
Better Hardwood Floors 


Ihe secret of why Bradley Pre-finished 
Straight-line) Hardwood Floors enable you 


о deliver a better hardwood floor at a sub- 


stantia! saving, is shown at the right. Е CARDI POINTS 
OF SUPERIORITY 


1 Straight-lipfffipping. 
Bradley Pre-finished (Straight-line) Hard- 2 Machine 


The convincing proof of bow much better 


ding —steel wool polishing. 
wood Floors actually are, is impressively illus- 3 нога grain. 
a 4 ве quality filler, rubbed in. 
5 Pep penetrating finish seals wood pores. 
inish dries evenly in controlled weather." 
Final polishing by high-speed brushes. 
8 Heavy-bodied wax, machine buffed. 


9 Uniform color; rich, lustrous, lasting beauty. 
* 


| 


At no time within the life of 


- у = - 
v a ~ ъа 7 
Б е, N 


d we 


our operations has our deter- 
mination to make a superior 
product been more successfully 
accomplished than in Bradley 
Pre-finished (Straight-line) 
Hardwood Floors. 


| Builders and floor layers planning for а 
larger share of the hardwood flooring 


1 R A D L E market in their communities are invited 


Ке finished to write for data and specifications. 


к dme BRADLEY LUMBER СО. of ba. 
'ARDWOOD FLOORING Warren, Arkansas 


20 


in floors, too... 


ITS THE 


WAYS BETTER THAN 
ON-THE-JOB FINISHES 


1 Smooth Sanding — Each strip 

sanded to perfect smoothness 
on multiple drum, precision 
sanders. No sander marks. 
Prime Condition — Finishing 
starts immediately after sand- 
ing, so no "raised grain.” 
Moisture content of flooring 
is right. 

5 Perfect Filling— Highest qual- 
ity silex filler is rubbed into 
wood as flooring moves down 
the finishing line. 

4 Thorough Sealing — Bruce Fin- 
ish penetrates into wood pores 
... seals them against dirt and 
wear. Beautifies wood grain. 


A THAT COUNTS ! 
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That’s Why Bruce Finished Flooring 
-Will Be a Winner! 


5 Infra-red Drying applies heat 

uniformly . . . welds finish in- 
to a tough, even seal. No “‘un- 
favorable drying weather.” 

6 Extra Buffing with high-speed 
brushes burnishes finish into 
wood . . . provides a harder, 
smoother surface for waxing. 

7 Superior Waxing Special 
wear-resistant wax is applied 
evenly, then polished over and 
over with brushes and buffers. 

9 Ready-to-use No waiting on 
the job for finishes to dry... 
no hazard of finish being 
walked on too soon. Ready- 
to-use immediately. 


"€. s vi 
23 
M Жам 


* ~ 
re 


“al 


New Bruce Factory-Finished Floor- 
ing will be available as soon as manu- 
facturing conditions permit. It II bx 
the finest flooring we’ve ever mad 
more beautiful, longer wearing and 
easier to clean than ever before— 
made possible by using the latest pr 
duction techniques. Truly, Bruce Fir 
ished Floors will be America's flooring 
sensation — worth waiting for. 


E. L. BRUCE CO. 


MEMPHIS, TENN. 
World's Largest Moker of Hardwood Floor: 


BRUCE FINISHED FLOORS 


meri U 


constr 
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preserve new homes e 


ie as cac id 


ЗАА ا2‎ 


575 NTOPHEN 50 


*Reg. U. S. Pat. Off. 


— — — —- 


New homes stay new longer when wood used in their | oor 
GE onstruction is treated with formulations of Santophen* 20 Where to use SANTOPHEN 20 | 


Monsanto's pentachlorophenol (technical). That's why for тїшїї | 
owners favor its use. 
Santophen 20 properly formulated is highly effective e POSTS 
against the ravaging attacks of microorganisms, termites — = | 
and beetles at all points of attack above or below ground. e sits 
Santophen 20, properly formulated, does not adversely І Le 
© et the natural qualities of wood nor its appearance — ө JOISTS 
74 ind the wood, when properly treated may be satisfactorily ais m 


lw. Ш 22261 or painted, or otherwise finished. 


П : Special water-repellent Santophen 20 formulations can be е sryps 
ind Mb ‘urnished. Treat wood for new ү a — 


pro- M mes with formulations of San- — — — 
tophen 20. Full information con- MON: SANTO 
CHEMICALS |  — 


erning application and use gladly 
“= .J = 


| 


~ 


turnished. Write MoNSANTO 
CHEMICAL COMPANY, 1700 South 
Second Street, St. Louis 4, Mo. 
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Wire Your Houses For Electric Ranges 
ROOF of the overwhelming trend toward Electric Cooking is 
found in survey after survey made by such leading national 
magazines as Woman's Home Companion McCall's. 
*Household, *Successful Farming and Country Gentleman. 
Women prefer the convenien cleanliness dep ndability and 
economy of modern Electric Cooking 
Cash in on this growing demand. Wire the homes you build for 
Electr Ranges. Built-in, the cost of such wiring is negligible 
the selling power tremendous. 


N I 
‘ 


A-B STOVES . ADMIRAL . ELECTROMASTER . ESTATE HEATROLA FRIGIDAIRE « GENERAL ELECTRIC . GIBSON « HOTPOINT 
« KELVINATOR . MONARCH « NORGE . QUALITY « UNIVERSAL . WESTINGHOUSE 
| IHE RANGE RVICE 0 


(PN 
Ж, 


FOR EASIER /2SALES 


A SYMBOL OF TH THE | 


MODERN POST-WAR HOM x 
g 
— 9 
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PROFIT CONTROL—M PR 606, is 
ved by ОРА in February -to estab- 
sh ceilings on prefabricated struc- 
ures, is much more profit control 
han price control. Under the regu 
ation the prefabricator adds certain 
tipulated direct labor and material 
055, then adds 36 per cent to the 
otal to determine his selling price 


0000 PREFABS— This is a com 
promise figure from the 250,000 
riginally demanded by government 
ireamers. With only about 20 pre 
abricators who manufacture or 
уу to manufacture houses to 

tandard, even 60,000 good 


а 
1 
n 


"mas 


1 refabricated houses will be hard to 
" ( vet. Of course, there are ways to 
rv fly by night who wants to 


make prefabs feed at the publi 
igh, and produce and foist upon 
public a mess of junk which 
be no credit to legitimate and 
ed pret bricators 


PLYWOOD ALLOCATION—OPA 
porte l to be pl nning 1 directive 

te fifty per cent of Douglas 

d production tor pret ibri 

uses Top side, which is 

is said to be 

son ething along the lines 

nother Manhattan Project, mov 
materials and populatio:r 


1 fot p! ners, 


plants the government would 
l, finance and turn over to opera 
| could mean turning parts 
National Forest over to new 
the pref u ( t 
umber and plywe 1 
basis, trainload shipments 
the West Coast for man 
I ecrat ot 1orest arcas 
| to the entire economy ef 
rafi 
MW OPA THEORY— |; any 


+ 


m where the producer « 


nnot m ike th« ne eded 
| profit, OPA will grant a 
ise in price, but not 
ver cost, then RFC will 


a contract with the pro 
guarantee him his base 
1936 39 through a govern 


sid This is a fact now, 
lon't have to wait for Con- 
ir «ab RR мак Gd he 


~e 
4 


THE VETERANS—There is no 
| * as a class that can be 
veter Veterat are 


News, Views 
and Comments 


On and Off the Record 


the only true cross-section of Ameri 
can life, thanks to Selective Service, 
and as such they canot be considered 
as a unit politically, socially or eco- 
nomically. Rabble rousers in and 
out of government would be well 
advised to stop talking about the 
veterans, and beginning to consider 
them for what they are—A merican 
citizens of all classes, perhaps more 
interested and better informed about 
government than the general run, 
but citizens of all kinds, neverthe 

less. The proof of this is evident at 
any American Legion meeting. 


SOIL PIPE—Expediter Wyatt 
used the soil pipe situation as his 
favorite reference when pleading for 
subsidies for manufacturers. Here 
are the facts. Prewar, 52 foundries 
were producing 50,000 tons a month 
In July, 1945, 28 foundries produced 
12,500 tons a month. In January, 
1946, soil pipe production was up to 
27,000 tons a month. Looks like the 
soil pipe manufacturers were ahead 
of the general reconversion progress 
rate, and without subsidies. If that 
is Wyatt's best argument it falls 


short of proving the need for sub 
1 


пес 


W-E-T BILL—i|t is rumored that by 
the time this appears in print, FPHA 
Commissioner Philip H. Klutznik will 
have resigned to lobby for passage of 
the Wagner-Ellender-Taft socialized 
housing measure. Other evidence of a 
drive to pass the bill is National Asso- 
ciation of Housing Official’s executive 
secretary, Hugh Pomeroy, stumping 
the country in behalf of the six billion- 


dollar program; and employment by 
Wilson Wyatt of Norton E. Long, 
former right hand man to Chester 


Bowles, as assistant. Long replaces 
Coleman Woodbury, public houser, who 
presumably has resigned from NHA 
to agitate for passage of the W-E-T 
legislation, and his job. 


NOTE OF HUMOR—There is a 
funny side to the housing hysteria 
in Washington. While Wyatt, Pat- 
man, et al, plead for legislation and 
government programming, home 
builders start thousands of new 
homes every day. Even if the Wyatt 
program and all the enabling legis 
lation had been adopted a month 
ago it would have been too late to 
catch up with the progress builders 
have already made 


WATER ? 


HEATERS 7” 
ШЕР. 


Sharp Upward Trend 
Will Continue 


the 6 prewar years, sales of 
Electric Water Heaters dimos 
Syripled. And a 1943 contes 
conducted by McCALL'S МАСА. | 
INE shows that 2.4 times o 
many women wanted Electric 
Water Heaters as now have 
them. They're "what women 
want," because they're: 


SAFE — Flameless, fumeless. 
CLEAN — Smokeless, sootless. 
ADAPTABLE — Permit short het weder 
lines —Require no flue or vent. 
TROUBLE-FREE as electric light! 
ECONOMICAL — The cost is law for 
plenty of hot water oll the time. 


Installing Electric Water Heaters 
4 inevery house you build, means 
giving women what they went! — 


Electric Water Heater Section 

IONAL ELECTRICAL MANUFACTURERS ASSOCIATION 
Бмл: - BaF 
BR IGIDAIRE 


LARK • ELECTROMASTER - 
GENERAL ELECTRIC 
KELVINATOR - 


RHEEM - 


FOWLER 

HOTPOINT 
NORGE 

+ SMITHWAY - 

UNIVERSAL 


MONARCH 
SELECTRIC 
THERMO-WATT • 
WESTINGHOUSE 
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WATER HEATER! 
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with Black & Decker | 
Portable Electric Drills Coursed 


of the w 
Black & Decker Portable Electric Drills Ке ш text. 
heavy drilling and boring jobs in step wit 
your erecting crews because they're fas 
rugged, high-powered, flexible, easy to handle 
They drill up to full rated capacity in steel.. 
s drive wood augers up to double capacity if 
#. = hard wood. 


Above: With a right angle drilling attachment, this Black & Decker Drill 7 а ; : 
drives a wood auger in close quarters, drilling bolt holes for tying two Whether they Ре boring through heavy timbe 


rafters together. Below: Drilling through wood and cement, in 1 and planking 9 9 drilling in all kinds û 
holes to receive heavy foundation bolts. Both these drills are “old timers,” X , * гы 
still turning out top-notch work because they're made to last — another metals and W és driving hol 


reason Why Black & Decker Tools are worth waiting for. saws for cutting clean, round holes up to 34 
X * diameter . . . you can count on Black & Decke 
MS | еэ x Portable Electric Drills to get the job don 
MN faster, at lower cost. Currently available it 
| these four popular models: 14” Standard Dri 
| 
| 
| 


15” Heavy-Duty Drill; 54” Standard Drill ani 
34” Standard Drill. 


<. 


Exceptionally heavy demand is still ahead c 
SIM our productive capacity. . Contact yo 
nearby Black & Decker Distributor. For о 
/ catalog of over 100 Portable Electric Tool 
/ write to: The Black & Decker Mfg. Co 
666 Pennsylvania Ave., Towson 4, Marylao 


viz 8 ! 
) i зы 3801 ЕАОІМС DISTRIBUTORS EVERYWHERE 1: 
Diss 

ecc 


P 


PORTABLE ELECTRIC TOOLS 
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DOUBLE-COURSED SIDEWALLS 
with CERTIGRADE SHINGLES 


mean Real Economy 


EXPENSIVE LOOKING BUT SURPRISINGLY ECONOMICAL! 


The deep and haunting shadow lines of a Double- 
Coursed red cedar shingle sidewall, the pleasing sweep 
of the wide exposure between courses, plus the beauti- 
Ils Ке ul texture of red cedar, combine to deceive the senses. 


! 1944 


WINDOW AND WINDOW TIM - 


ep witi А А A A 
| P "Beautiful, but doubtless quite expensive," is not an 
re fas . EACH UNDER COURSE SHINGLE MAY 

„ uncommon reaction. SE HELO WW PLACE WITH A SINGLE 
handle ——— - 
steel. On the contrary, Mr. Lumber Dealer, a Double- TWO 30 SMALLMEADEO NAILS PER 

Mt t FOR OUTER.COUR 
acity ig™Coursed sidewall job is highly economical, due largely Мако FROM POGES AND | юг | 
to the use of an inexpensive grade shingle for the K 

ть Пет course plus the wide exposure permitted when WO ! оя мо а SHINGLE CUTER COURST) 
inds @ 1° courses are doubled. Using your own retail prices oo eR PN — 
ng К" the trade, figure it below and prove to yourself its Ue TO 14 РОА a? — 


UP TO 16 FOR 24° SHINGLES 


to 3 economy. 


а INSTRUCTIONS FOR WORK CHART —— COURSE JOINTS 

" OUTER.COURSE ° LOWER THAN .— 

lable Mn line (A) jot down your sales price for a standard UNDER. COURSE 

rd Drill bur- bundle square of No. 1 grade shingles. On line (B) — OF SPACED JOINTS —— 

rill аа write your price on No. 2, No. 3 or No. 4 grade shingles, — веть. 


whichever you choose to select. DOUBLE-COURSED SIDEWALL 
head ol Then multiply the sum of these two figures by the 
act уо tandard roof exposure of the length shingle you are 
For о Sing (see note below). The figure you get, line (E), 


WORK CHART 


с Тоо! presents the cost of shingles to cover 100 square feet (A) Cost of one square, No. I grade §...............(4) 
fg. C Double-Coursed sidewall area at an exposure of (B) Cost of one square, lower grade (B) 
arylandſſ one inch to the weather. (C) Sum $... е) 
Therefore, divide this by the exposure to be used ppp Ay аманы ашин? Ka (D) 

HERE E See = — 2 (E) $ . (E ) 
* note). The result, on line (G), is the total cost (F) Divide by sidewall F 

at Б : паем ' а DT 

shingles required for Double-Coursing 100 square dr dion T Jul esca * 

(G) Cost of shingles 100 sq. ft. wall §................(G) 


itet of sidewall area. 


F. H. A. Minimum Requirements allow the 
use of No. 4 grade shingles as undercoursing. 


* The standard exposure for 16-inch shingles is 5 inches, for 
18-inch shingles it is S inches, and for 24-inch shingles, 
7 inches 


** The maximum double-coursing weather exposure for 16- 
inch shingles is 12 inches, for 18-inch shingles it is 14 
inches, and for 24-inch shingles, 16 inches. 

Send for your Complimentary Blueprint of 
double-coursing. Address... 


RED CEDAR SHINGLE BUREAU 


5508 WHITE BUILDING, SEATTLE 1, WASH., U. 3. A. 
OR VANCOUVER, B. C., CANADA 


OL 
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US ик Living 
IN SUNSHINE 
ац „Iren tone 


RADIANT 
SUN-LIKE wanny 


SENT FREE—THE STORY OF TODAY'S MOST 
SENSATIONAL BUILDING FEATURE 


-Fie Radiant Panel Heating 


ТЕ 

You surely should read this idea-stimulating 
booklet . . . discover how B&G Hydro-Flo Heat 
can add tremendous sales appeal to your home: 
Here's the modern way of heating which offers a 
utterly new kind of winter comfort . . . unbeliev- 
able cleanliness ... and home decorative freedom 
never before possible. 

This radiant panel heating system is complete * 
concealed — with neither grilles nor radiators | this pre 
break up wall spaces and make room arrange B cut-offs 

Сама алейна Radiant акй ment difficult. Instead, pipe coils in the floor or Mi across 
ceiling spread a blanket of mild, invigorating $ |. ther 

, IER ——— all over the house. No overheating—no can aff. 

gi RSS underheating—no drafts! And the floors are al Man 
n ways pleasantly warm. ect 


LOWER FUEL AND CLEANING BILLS 


It actually costs the owner less to have the luxur 
ous comfort of B&G Hydro-F/o Heat. First, becaus 
radiant panel heat is noted for fuel economy 
Second, draperies, walls and ceilings need mud 
less frequent cleaning . . . radiant panels do no 
create strong air currents to stir up dust and dir 


Pius hot water for 
all household uses 
B&G Hydro- Flo Heat uses the 
same boiler that heats the house 
А ; to heat water for kitchen, laun- 
| dry and bath. Night and day. 
every month of the year, piping 
hot water is always оп tap... іп 
| - ample quantities for clothes and 
i dish washers and every other 
p household use. 


dre-ric HEA 
BELL & GOSSETT CO., Dept. M-11, Morton Grove, Illinois 


FORCED HOT WATER HEATING FOR RADIATOR, CONVECTOR, UNIT HEATER, 
BASEBOARD AND RADIANT PANEL SYSTEMS 


BEG Hvdro-Flo Heat equipment 
can be installed om any bot water 
bosler, regardless of size or make. 
Tbe basic units are a BEG Booster 
Pump, B&G Flo-Contro! Valve 
and B&G Water Heater. All are 
simple, dependable products with 
4 long record of successful per- 
formance. 
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Т 3 MINUTES 


ONE BRACKET 
HOLDS SKILSAW 
MODEL "77" 
$25" OR "87 


E == 


а s -— 


nulating : — 
Flo Heat - eae GA. 25 

r homes. ` E. j Я 3 
offers as Ае a zs Aum. I s 
inbeliey M ah 2 h x T 


freedom | 


— * The SKILSAW that you can use anywhere readily fits 

ators to MI. this precision-built RADIAL ARM. . . makes cut-offs, bevel 

irrange BE cut-offs, miters, bevel miters, rips, bevel rips, grooves with or 

floor or MI across the grain... makes all these cuts better, faster, more accurately 

огай .then is quickly available again as a portable saw. No progressive builder 

pen ап afford to be without one or more SKILSAWS and this RADIAL ARM... 

р à money-saving combination that enables you to bid lower and still make 
more money on every job. Ask your distributor today for a demonstration. 


5 

НЕ SKILSAW, INC. 

because 5033-43 Elston Ave., Chicago 30, Ill. 
conomy Factory Branches in All Principal Cities 


ed much 


od dn PORTABLE v ELECTRIC 


/ 
MADE BY SKILSAW, ine. . 


— e 
Ski. Saws 


—  SKILNIBBLER - Ski GRINDERS ^ 
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TRUCK-ENGINEERED • TRUCK-BUILT 


BY TRUCK MEN 


> P d en. ы dou 


„Recommend Ford Truck to 
All Without Reservation!" 


Whether you're hauling a few sheets 
of wallboard, cans of paint or rolls 
of roofing, or delivering dump-truck 
loads of crushed stone, Ford Truck 
equipment offers you a time-tested 
means of getting the goods where 
you want them for minimum money 


And, by the way, there's a neu 
Ford Dump Truck chassis and a 
new Ford Light Duty Pickup, with 
vital engineering advancements! 

In Galesburg, Illinois, Mr. Gene W. 
Gunther, of Builder's Supply Com- 
pany, operates a fleet of Ford Trucks 
ranging in age all the way from 
veteran “Model AA" to the latest 


V-8’s. In a recent letter he said: 
“All of our Ford Trucks are doing a 
fine job. Our hauling of building 
materials (sand, gravel, stone, etc.) to 
construction sites calls for plenty of 
power when working in soft, muddy 
locations, and dependable performance 
at all times. For all this, as well as 
economy, the Ford Truck is admirably 
suited. We recommend the Ford V-8 
Truck to all, without reservation." 


Is your truck equipment adequate 
for the strenuous transport job 
ahead of the building industries? See 
your Ford Dealer and tell him you 
want the full Ford facts! 


FORD TRUCKS 


MORE FORD TRUCKS ON THE ROAD • ON MORE JOBS • FOR MORE GOOD REASONS 
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for YOU 
Business. 


ADVANCED ENGINEERING 
IN NEW FORD TRUCKS 


More Economy and Endurance 


Easier Servicing 


A STILL GREATER 100 HP V-8 ENGINE with 
NEW Ford steel-cored Silvaloy rod bear- 
ings, more enduring than ever in severe 
service «NEW aluminum alloy cam-ground 
4-ring pistons for oil economy » BIGGER, 
more efficient oil pump and IMPROVED 
rear bearing oil seal e NEW longer-lived 
valve springs • NEW improvements in 
cooling • NEW efficiency in ignition • in 
carburetion • in lubrication » in ease and 
economy of servicing operations • And 
available in all truck chassis excep! C.0.E 
units—the rugged, thrifty 90 HP FORD 
SIX-CYLINDER ENGINE, with many impor- 
fant advancements. 


FORD CHASSIS ADVANTAGES: Easy 
accessibility for low-cost maintenance • 
Universal service facilities « Tough, forged 
front axles • Extra-sturdy rear axles with 
pinion straddle-mounted on 3 large roller 
bearings, ¥%-floating type in light duty 
units, full-floating in all others • 3 axle 
ratios available (2 in 1-ton unit) « 2-speed 
axle available in heavy duty units dl 
extra cost • Powerful hydraulic broket, 
large drums, cast braking surfoces * 
Rugged 4-speed transmission with NEW 
internal reverse lock optional af extra cost 
on light duty units, standerd on all others. 
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. . . BY NORGE 


e The discriminating resi- 
dents of 222 East Chestnut 
St., Chicago, have good rea- 
son to be well satisfied with 
their kitchen equipment — 
Norge Rollator refrigerators 
and Norge electric ranges take 
care of their refrigeration and 
cooking requirements **to the 


queen's taste.” Rissman & 
Hirschfeld were the architects 
ING | for this cooperative tenancy. 


NORGE DIVISION 


x BORG-WARNER 
а CORPORATION 
we Ш DETROIT 26, MICHIGAN 
Е in Canada: 

r-lived ADDISON INDUSTRIES, LTD., TORONTO, ONT. 


— 


= ы (СГ 
j"m" 

| 
GAS RANGES + RO-TA-TOR WASHERS + ELECTRIC RANGES + ROLLATOR REFRIGERATORS 
COMMERCIAL REFRIGERATION * WATER COOLERS . HOME HEATERS . HOME AND FARM FREEZERS 


— 


— 
| || - | 


Have you got your heart set on 
having a real recreation or rum- 
pus room—such as is shown above 

when you build or remodel your 
home? 

Well, there's no reason why you 
can't have one in your basement. 
No reason, that is, if you take this 
tip: make plans to heat with Bi 
tuminous Coal. If you do that, not 
only will you be able to have the 
kind of basement you want -but 
vou can have a "Bonus Basement" 

furnished and paid for in only 
a few years’ time by the savings 
that come from heating with this 
most economical and dependable 
of all home-heating fuels 

Not only that — you'll also find 
Bituminous Coal gives the stead 


FOR ECONOMY, DEPENDABILITY, AND HEALTHFUL HEAT... YOU CAN'T BEAT BITUMINOUS COAL 


(This is one of a series of advertisements now appearing in home-makers’ magazines) 
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ont miss this Chance 


to have pour home include a 


iest, most uniform heat. And 
when you install one of the mar- 
velously efficient new stokers 
Bituminous Coal also becomes an 
"automatic" fuel—even to the 
point of ash removal. Clean, 
quiet, odorless, smokeless! 

Let coal solve your home- 
heating problem—just as surely as 
it has for more than 4 out of every 
7 homes in the United States 
And, into the bargain, let it buy 
vou a “Bonus Basement.” 

For further information and 
suggestions, take advantage of 
the special offer at the right. Then 
talk it over with your architect or 
builder. Bituminous Coal Insti- 
tute, 60 East 42nd Street, Neu 
York 17, N. Y. 


Bonus Basement 


ج هه 


ROHITECT SIMON SCHMIDERER, NEW YORK, N 


SPECIAL OFFER! The "Bonus Basement" sl 

deled from one of 20 archit 
р! ins for an ideal basement of a modest hon 
All 20 designs 
plans -ha 


ibe ve was m 


showing base ment and upper lo 
e been reproduced іп a he Ipful 
informative b ok While the edition lasts we 
send you a copy for only 10¢ postpaid. M TE 


request to the addres: printed below 


A WORD TO THE WISE! Most houses are 
designed to permit the use of Bituminous Coal. 
n have the advantages of this lov 
dependable fuel in your new home. A littl 


sure you 


in planning 1 r coal st rage and a chimney fl 
idequate size will assure that you can « 

health, comfort, and de pe ndability that lym 
ern coal heat « 
vou of economi al he iti 17 for th lif 5 
house, because this country’s 3.000. vear coal st 
ply makes certain that shrinking reserves м n: 


force coal prices upward. 


n give vou. And it will 1150 assur 
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Kehinalos - 24/72 
TROUBLE-FREE PERFORMANCE 


РАТИТЕ 


COSTS LESS TO OWN! 


Kelvinator refrigerators have an unbeaten record for trouble- 
free performance over years and years of service. That's 
because they're powered by the famous sealed-in-steel 
Polarsphere . . . lubricated for life . . . and because Kelvina- 


PROPERTY MANAGERS BACK THAT UP 


г ү t tor's thirty years of experience in building fine refrigeration ... in letters now іп Kelvinator's files: 
st hor А А 2 2 2 
wail appliances and equipment have given Kelvinator engineers MASSACHUSETTS —"Regarding our ex- 
Ipful and and craftsmen real know-how in building refrigerators that perience with the performance of the 300 
5, WE perform dependably! Kelvinator refrigerators which have been in 
Mail | à; here since July 1,1941... ! we h 
That's why Kelvinator refrigerators cost less to own . . ond Mer y nb ap : м "— 9 
: А ; з : not had a motor failure. 
we т that's why users so consistently express satisfaction with 
s Coal. } Kelvinator's longer life, lower maintenance and fewer re- KENTUCKY Tais "- advise м 
low Placements. For homes or apartments, you will find that os 299 калийи en — кери 
little car Kel have given perfect satisfaction, and not 
elvinators really do cost less to own! : 
v flu one penny has been spent for repairs or 
njoy t For full information, contact your local Kelvinator dealer. You'll find otherwise during the three years they 
Пут 1 his nome and phone number in the Classified Directory... or you can have been in constant use which, fo our 
]so assu write to Kelvinator, Detroit 32, Michigan. way of thinking, is remarkable." 
| X v 
со \] 8 
v ill 1 E 7 y € 1 
5 COAL "SiON OF WASH-KELVINATOR CORPORATION, DETROIT ay a REFRIGERATORS « ELECTRIC RANGES - HOME FREEZERS • НОТ WATER HEATERS 


— 
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Becausé they feel that bdsic improvemen} 
the frame, many architects and builder E 
theip new buildings aréund Stran-Steel, e | al th 
mokes steel framing practical and economical fon igh 
load structures. FX 1 
ыж m. IN 
Avorkmen using ordinary carpenter's tools find Stran-Steel 
fast and easy to erect. Framing members are assembled 
with self-threading screws. Studs and joists embody the 
exclusive Stran-Steel nailing-greove, which permits col- 
lateral materials to be nailed directly to framing 
members. The completed frame is durable,’ fire - safe, 
sag-proof . ... of uniform quality throughout . . . low 
in original cost, inexpensive to maintgin. 


In order to offer greater investment value in an apart- 
ment or housing project, single home or store—or in 
any similar 'structüre—build with Stran-Steel! For further 
details, see Sweet's File, Architectural, Sweet's File for 
Builders, or the January issue of Building Supply News. 


GREAT LAKES STEEL CORPORATION 


STRAN-STEEL DIVISION * PENOBSCOT BUILDING, DETROIT 26, MICHIGAN 
UNIT OF NATIONAL STEEL CORPORATION 
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rical Contractor 
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summer installa- 
ns. Write to- 
for Bulletin 
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etween the Seaso 


Spring and Fall have many chilly days 
and evenings, too, that need just a little 
Extra Heat. That's when the O Electric 
QUIKHETER proves its worth in 
delightful warmth . . filling an aver- 


age room in just a few minutes. 


Best of all, the f QUIKHETER has 
no moving parts to wear out, and a 
genuine Nichrome element that should 
never burn out under normal operating 
conditions. Built into the wall it takes 
no floor space and eliminates the haz- 


ards of exposed cords 


BUILT-IN 


UIKHETER 


Frank Adam Electric Go. 
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his 


It costs no more than many portable 
models, yet lasts a lifetime. Separate 
control switch* locates high on the wall, 
away from children’s inquisitive fingers, 
where you can reach it without stooping. 


The @ QUIKHETER is an auxiliary 
electric heater providing extra warmth 
for the morning shower, baby’s bath, 
drying hair, and chilly mornings before 
the regular heating system is started. 
a x 
toe 
> * 


SA 


4 е я 


BOX 357 
ST. LOUIS 
MISSOURI 
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Ге NEW LINDON by ij 


; = 18x15" 
with 4^ back 


2 Eljer acid-resisting 
vitreous china 


3 Unit fitting 


4 Concealed wall 


hangers 
Front overflow 


Integral soap holder 


Eljer styling and 
quality 


PLATE B-4254-G 


A PRACTICAL LAVATORY WITH MANY USES 


Be B и 
combines style and practicality i h Eljer's New Lyndon lavatory 
i : ity in a high-quality fi il 
buildi : gh-quality fixture f 
ng requirements : . e for the urgen 
e - І nents of today. It is designed to make effici "m 
ng use of limited space and is an ideal f efficient and pleas- 
| s an ideal fixture for 1 
washrooms in h ) for bathrooms and ex 
١ omes ; i | d extra 
PCM р *j of small or medium size. Schools, office buildi 
's and hotels al А “9 э11141п55 
es gain important advantages in s Б» 
ges in space and service costs 


ELJER CO. ... FACTORIES AT 


FORD CITY 
, РА. E 
SALEM, OHIO . LOS ANGELES, CALIF 


SINCE 1907 
MAKERS OF FINE PLUMBING FIXTURES 
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OF THE NATIONAL ASSOCIATION OF WOME BUILDERS AND AFFILIATED ASS 


for 1947 Convention and 


sition Being Formulated 
the great 1946 NAHB Convention 


NAHB Directors Determine Association 
Policy Towards Wyatt Housing Program 


| Exposition, held in Chicago, Feb. 
f, passes into history, groundwork is 
ıg laid to make next year's event even 
» successful. The 1947 Convention 
Exposition Committee under the 
grmanship of W. Hamilton Crawford, 
Baton Rouge, La., who served the 1946 
mittee as vice-chairman and treasurer, 
already at work on preliminary ar- 
gements for the home builders’ fourth 
sual meeting. Unless unforeseen de- 
opments occur it will be held again in 
iago during the last week in February. 


W. HAMILTON CRAWFORD 


The tremendous success of the 1946 
mierence сап be judged by a recent 
tement of Paul S. Van Auken, Conven- 
|" and Exposition Director, who de- 
ured, "In addition to the actual registra- 
m of more than 6,000 home builders, 
(hitects, distributors and dealers who 
* in attendance at the convention, 
me 7000 more—a total of approximately 
00 —-visited the exposition as guests 
ithe exhibitors. These guests were from 
td and affiliated fields such as car- 
ters, plumbers, and sub-contractors. 
‘Our records show that we had regis- 
nts from every state in the union except 
™, Nevada and New Hampshire, and 
ut there was one from Alaska; three 
"m Paris, France; one from St. Johns, 
"wloundland; two from Puerto Rico; 
ır from Honolulu, T.H.; one from 
Manila, P.L; one from Copenhagen, Den- 
“rk; one from Sallinge, Sweden; and, a 
“şe contingent from Canada.” 
Looking backward for a moment," Mr. 
ù Auken concluded, "it is interesting 
p Dote that the first NAHB meeting in 
land a little more than three years 
© had an attendance of only 350, and 
at the 1945 convention in Chicago 
wed 3774 registrations. Next year we 
> to register a minimum of 10.000 home 
llders and others in the industry." 


During its most successful annual con- 
vention and exposition held in Chicago, 
Feb. 25-28, and following the appearance 
on the program of Wilson W. Wyatt, 
National Housing Administrator and 
Housing Expediter, and his meeting with 
the board of directors of NAHB, the fol- 
lowing statement of policy on the Vet- 
erans' Emergency Housing Program was 
issued : 

"Whereas, А shortage of housing facili- 
ties, particularly for our returning vet- 
erans, exists throughout the United 
States, the extent of which is not fully 
determined, and 

“Whereas, The President of the United 
States has appointed a National Housing 
Expediter, Wilson W. Wyatt, who has 
announced a production goal of two mil- 
lion seven hundred thousand new housing 
units to be built the next two years to 
supply needs of veterans of World War 
II, therefore be it 

"Resolved, That the National Associa- 
tion of Home Builders of the United 
States, its Affiliated Local Associations in 
all large cities throughout the nation, and 
all of its many thousands of builder mem- 
bers, through the adoption of this reso- 
lution by the National Board of Directors 
here in annual convention, express its ap- 
proval of Mr. Wyatt's goal. 

"And, The National Association of 
Home Builders hereby presents to Mr. 
Wyatt specific recommendations which 
they, as practical builders who must build 
this housing, believe will be the best pos- 
sible means of achieving his proposed 
volume of two million seven hundred 
thousand homes for veterans. 

“We will refer to Mr. Wyatt's report 
to the President of Feb. 7, 1946, point by 
point in our recommendations. 

“1. We approve the challenging goal of 
permanent housing production proposed 
by the Expediter and pledge our coopera- 
tion with all parts of the home building 
industry and with the Expediter toward 
the achievements of maximum housing 
production. We do not ask for preference 
in the allocation of materials set aside 
for dwelling construction and recommend 
that no other segment of the industry be 
favored or given preference. There should 
be no diversion of building materials into 
temporary houses or barracks; nor diver- 
sion of basic building materials by ship- 
ment to prefabricators unless they are pre- 
pared to convert them into finished homes 
on lots with all utilities immediately. 

“2. We unqualifiedly approve preference 
for veterans with provisions for non-vet- 
eran hardship cases. 
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“3. We approve the desire to greatly 
expedite the production of basic building 
materials. Although we are strongly 
opposed to subsidies by government, be- 
cause of Mr. Wyatt's insistence that 
legislative authority to make premium 
payments to expedite and increase the 
production of certain basic building ma- 
terials is vital to the attainment of his 
housing goal for veterans, we approve 
such legislative authority compatible with 
his pledge to use such payments to the 
minimum extent necessary after consul- 
tation with industry. 

"4. We heartily approve the proposal 
to expand the labor force engaged in 
residential construction by 1,500,000 work- 
ers. Next to providing an adequate 
supply of building materials, this is the 
most important part of the home builders' 
problem. 

“5. The postponement of all deferrable 
and non-essential construction is unani- 
mously approved. 

“6. We endorse the encouragement of 
rapid expansion of factory fabrication of 
materials and parts to facilitate the pro- 
duction of low cost houses, but believe 
that a guarantee of markets is not re- 
quired. We believe there may be great 
waste of money and materials unless it 
is made a requirement that the pro- 
duction of prefabricated houses and parts 
be confined to those manufacturers who 
give acceptable evidence of ready market- 
ability in free competition with on-site 
fabrication for their products. 

“7. The proposal to provide priorities 
for and make allocations of materials to 
home builders is endorsed; and we offer 
our advice and assistance, and request 
consultation with us on the policies and 
administrative practices involved. 

“8. We do not believe that further legis- 
lation is necessary to provide financial 
assistance in the development of home 
sites. 

"9, While encouraging to as great an 
extent as possible the construction of 
homes for sale or rental in the lower 
price brackets a realistic approach must 
be taken. Costs of construction and house 
requirements vary widely in different sec- 
tions of the country and will not permit 
the establishment and enforcement of one 
price scale on building for all areas. Vet- 
erans must be provided sound, livable 
homes in every city and price require- 
ments must be flexibly administered to 
allow maximum volume construction 
everywhere, We approve reasonable mod- 
ifications of building codes to permit 

(Continued to page 36) 
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NAHB Statement- 
(Continued from page 35) 


economies compatible with sound con- 
struction. FHA determination of selling 
prices should be flexible enough so that 
veterans in desperation are not forced to 
purchase or rent makeshift structures 
which will not long satisfy their needs. 

“10. Since we have already expressed 
approval of the pricing limitations es- 

tablished under PR 33, we do not feel 
that additional controls are necessary. We 
do strongly urge the removal of existing 
controls at the earliest possible time and 
a return to our competitive system. In 
the meantime it is urged that steps be 
taken to correct inequities resulting from 
our present controls lest the application 
of these controls adversely affect our 
production of houses so badly needed for 
veterans, and delay a return to the Amer- 
ican economic system 

“11, Our position on the Wagner- 
Ellender-Taft Bill S. 1592 is too well 
known to require restating at this timc. 
We would point out that it is unfair to 
the veterans to include in the considera- 
tion of emergency measures a highly con 
troversial long-range program which may 
well delay action on emergency legisla- 
tion. We feel that attention should not 
be diverted from production for veterans 
and point out that it was National policy 
to put aside discussion of government sub- 
sidized housing during the war emergency. 
We feel that the same policy should be 
followed at this time. 

“12. We have been assured by Messrs. 
Wyatt and Foley that firm commitments 
to sponsors on low-cost homes are being 
supported permitting the insurance of 
$5,400 to $7,200 mortgages for single- 
family houses and for multi-family struc- 
tures up to $16,200 for four-family resi- 
dences. These proposals are approved on 
the basis that reasonable administrative 
practices will be followed so as to effectu- 
ate the attainment of the goal of increased 
production of houses for veterans. 

“13. The proposed appropriation of 
$250,000,000 for temporary re-use of wa: 
housing is supported. 

“14. We have always felt that housing 
problems are primarily and fundamentally 
problems of the cities and towns of our 
country, and we approve not only com- 
munity participation in the program, but 
recommend the greatest possible flexibility 
to encourage community determination of 
need; therefore, we heartily approve his 
intent to obtain the greatest possible local 
community participation and decision in 
this program. 

“15 We believe that the authorization 
of six hundred million dollars for pre- 
mium payments to manufacturers, which 
we have already supported, represents 
sufficient stimulation for the effectuation 
of the program and do not recommend 
that Reconstruction Finance Corporation 
be used to provide any further subsidies 
or premium payments.” 

It is to be noted that the NAHB policy 
statement on the Wyatt program was issued 
prior to the time the House of Representa- 
tives took unfavorable actien on certain 
features of the Patman bill, notably price 
control on existing housing and subsidies. 


NAHB Charters 
New Members 


New local affiliated associations char- 
tered by the National Association of 
Home Builders at the Chicago conven- 
tion are as follows: 

Home Builders Assn. of Spokane, Spo- 
kane, Wash. Frank J. Snider, president, 
and Harwood J. Tibbits, secretary. 

Home Builders Assn. of Rhode Island, 
Providence and State of Rhode Island. 
Anthony Cianci, president, and Roy Wor- 
rell, executive secretary. 

South Bend-Mishawaka Home Builders 
Assn., South Bend-Mishawaka, Ind. Her- 
bert M. Weaver, president, and Granville 
W. Keller, secretary. 

Home Builders Assn. of Westchester, 
Inc., Westchester County, N.Y. Henry M. 
Grant, president, and Michael Block, sec- 
retary. 

Home Builders Assn. of Sabine Area, 
Sabine Area of Texas. J. Francis Mor- 
rogh, president, and Wilton P. Hebert, 
secretary. 

Omaha Chapter of the National Assn. 
of Home Builders, Omaha, Neb. A. E. 
Seastedt, president, and Harvey E. Rasp, 
secretary-treasurer. 


New President 
for Boston Association 


Anthony V. Taurasi, general contractor 
of Boston, became president oí the Home 
Builders Association of Greater Boston at 
a recent directors' meeting. 

Taurasi succeeds Arnold Hartmann, who 
has resigned from the presidency. During 
Hartmann's term of office, Taurasi served 
as vice president. 

The directors also instructed that a testi- 
monial be engraved and published express- 
ing to Arnold Hartmann appreciation for 
the service he has rendered. 

The newly-appointed executive secre- 
tary is Joseph R. Corish, recently returned 
from active duty in the Navy. 


JOSEPH R. CORISH 


lhe association will also sponsor the 
Building Center of New England, which 
will be opened to the public this spring. 
The Building Center will provide a per- 
manent exhibit and an information head- 
quarters for all types of construction and 
is designed to serve all branches of the 
building industry, manufacturers of ma- 
terials and equipment, architects and 
prospective home owners. 
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Hits Discrimination Against America 
i erans be 
Higher Income Veterans — 
Recently, in an open letter to Wilsg forehanc 
W. Wyatt, National Housing Admin aud dist 
trator and Housing Expediter, Arthur H We, th 
Fossier said: eterans 
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"As president of the Chicago Metro 
politan Home Builders Association pe 
mit me to express to you our association 
earnest support of your objectives in prop 
erly housing returning veterans. Whil 
we are interested іп the complete succes 
of the program and offer to it our fu 
assistance, yet a careful study of the de 
tails and the statements made regardin 
its operation indicate, in our opinion, 
serious injustice which should and та 
be rectified. We, therefore, submit th 
following suggestions in a spirit g 
friendly cooperation: 


eeting 
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Northw 
Northw 


A. E. FOSSIER 


"Indications are to the effect that vet 
erans' housing will be confined to 
$10,000 bracket or under, with specia 
emphasis placed on lower costs, and 
veterans housing costing more than $10 
000 will receive priority assistance onl 
upon approval by the CPA in W 
ington, where they will be carefull 
screened. 

“We consider such an arrangement 
serious act of preference and respectful 
urge that its correction be given caref 
consideration for the following reasons: 
1. Our armed forces were composed û 

persons from every walk of life an 

they, for the most part, have foug 
and lived for the day when they coul 


Portl 


The nev 
Home Bui 
ution for 
Qon's post 
ünner me 
resident 
reasurer ; 


i D. 
return to their home towns and со Ralp 
munities. 

2. An arbitrary ceiling on veterans' hous lew NA 
ing forces an arbitrary classification 0 
veterans which is discriminatory an Nationa 
should not exist. en mov 

3. Builders customarily construct һотФ ше 111: 
to meet the demands of the commuffiishingt 
nities in which each builder operate The ney 
and the builders in each of such comis: twelf 
munities are in a position best to satis: LaSal 
the communities’ residential demands aꝛshingt 

4. A vast number of veterans were є оттеп: 
established in their communities befomrtricht, 
joining the armed forces. They requie we e; 


they can afford, and are entitled шоп ar 
adequate homes. uch facil 
5. There was no prejudicial class sepa the pas 
ration in the fox holes nor on the bea@ed for ‹ 


heads and it is undemocratic and u 
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American to discriminate against vet- 
erans because their financial status is 
slightly higher than others. It makes 
forehandedness a matter oí suspicion 
and distrust. 

"We, therefore, urgently request that 
serans' applications or applications 
ade on their behalf be given the same 


Wilso 
kdmini 
rthur B 


Меш 20е | | 
ion peo xilities for processing and approval in 
ж je upper price brackets, within reason- 


ble limitations, as in the lower brackets. 
"We make this request with the full 
aviction founded upon knowledge that 
jemand will control the market and bring 
Шу as much housing into the lower 
rackets as is contemplated for that clas- 


in prop 
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our fu 
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>gardin 
inion, cation. | | 
nd nal The effect will be to permit the con- 


muance of programs already under way 
п higher priced land where deed con- 
itions, codes and community regulations 
hibit mere shelter construction, and 
ws not lose entirely the benefit of the 
cumulated activities of builders operat- 
n in such communities which in this 
га amounts to more than 10 per cent of 
ıe entire potential. These are largely the 
ilders who ceased operations during 
e war and are just now returning to 
tivity. Their assistance is a prime 
Hector in carrying out the Veterans’ Pro- 
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sting Schedule of NAHB 


The National Association of Home 

builders has issued the following tenta- 

ive meeting schedule : 

Executive committee and regional vice 

presidents—May 9 and 10, Washington. 

Board of directors and all committees— 
that vene 10-13, Washington. 


mit th 
pirit 0 


] to Regional Conferences : 
| special Southwest—July 15, 16—Los Angeles 
and Southwest—July 18, 19—San Francisco 


han $108 Northwest—July 22, 23—Portland 
nce onl Northwest—July 25, 26—Seattle 


carefull 


Portland Election 


The new officers of the Portland (Ore.) 
Home Builders’ Association laid their foun- 
ation for a big year of fighting that re- 
mns postwar housing shortage at a recent 
imer meeting. Paul Bonelli took over as 
resident and Lester Asbahr as secretary- 
"asurer; Ray Cady as vice president 
ni Ralph Harris the sergeant-at-arms. 


New NAHB Headquarters 


National headquarters of NAHB have 
жп moved from 1737 K St., N. W., to 
ct homite 1116, 1028 Connecticut Ave., N. W. 
commüliishington, 6, D.C. 
operates The new space, comprising the eleventh 
uch comin’ twelfth floors of one entire wing of 
to satis i Lasalle Building, will give the NAHB 
lemands M ishington staff twice its former space. 
vere we mmenting on the move, Frank W. 
les befo "tright, executive vice president, said, 
y requires we enter our fifth year in the Wash- 
ititled шоп arena it is indeed fortunate that 

"th facilities are available. At no time 
ass sepa: the past has there existed a comparable 
the beaded for such constant observance of, and 
and "лас with agencies of government.” 


rement 
pectfull 
n carefu 
easons: 
posed û 
life an 
e foug 
еу coul 
ind com 


ns' hous 
cation 0 
tory an 


Cortright’s Column 


By Frank Cortright 


Executive Vice-President. Na- 
tional Association of .Home 
Builders of the United States 


The major provisions of the Patman bill as it left the House are 
as follows: 


The Housing Expediter's authority to channel building materials 
by priorities and allocation into homes for veterans is continued for 
one year beyond June 30, 1946. 


Veterans are given preference in the purchase or rental of all 
new houses. 


The Expediter is authorized, regardless of any other legislation, 
to direct OPA to make such price adjustments as are necessary to 
stimulate production of building materials. He is also authorized to 
issue directives to other government agencies as necessary, and to 
require FHA pricing approval of new construction. 


The Expediter shall have the power to forbid the export of any 
lumber or other materials to any foreign country which are needed for 
the housing program. 


One billion dollars government insurance oí home mortgage 
loans under Title VI FHA is provided, with a second billion available 
by Presidential authorization. 


The original Patman bill contained an unworkable and unreal- 
istic pricing formula which, at Mr. Wyatt's request, was stricken. The 
one inserted in the bill by the House authorizes the director to regulate 
maximum prices of new housing by geographical areas. The procedure 
is similar to the one in operation under PR 33. To secure authoriza- 
tion builders will file with FHA (presumably) plans and specifications 
and proposed maximum sales price, and secure a certification that 
the sales price is reasonably close to the value of the accommodations, 
taking into consideration construction costs, value of land and margin 
of profit. 


The maximum single house mortgage was increased from $7200 
to $8100 to allow construction for veterans in the highest cost areas. 
Other limit changes are: two-family from $7500 to $10,800; three- 
family from $8500 to $13,500; four family from $12,000 to $16,200. 
Full force of government will be applied, however, to see that lowest 
cost housing is built in each community. 


Daily reports from the field indicate that difficulties of securing 
building materials increase steadily. Hardwood flooring heads the 
list of unobtainables. Thousands of units under construction could 
be finished except for the flooring shortage. Acute distress is caused 
by continued shortages of nails, gypsum products, brick, millwork 
and other materials. There is a crying need for action by Mr. Wyatt 
for price adjustments. Rapid and effective action can determine the 
success of the entire program. 


The one bright spot is that home builders are more than fulfilling 
the assurances given duiing the past few months. In spite of material 
shortages, and daily threats of regimentation by legislative and admin- 
istrative action, builders are starting an impressive number of new 
dwelling units. Of 200,000 units applied for by March 1 through ЕНА, 
134,000 units were approved; 45 per cent of these will rent for less than 
$60 a month and will sell for less than $7500. An astonishingly high per- 
centage will sell for $4500 or less, and will rent for $40 a month or less. 


The Senate Banking and Currency Committee portedly on 
the verge of taking final action on the socialistic Wagner-Ellender- Taft 
housing bill and reporting it to the Senate floor for consideration in the 
near future. 


А Panoramic View 
of NAHB'S 1946 Convention 
and Exposition 


Tho nevor-to-bo-forgotten week 
of work—and play-tho week dur- 
ing which every waking moment 
was filled with activity of one kind 
or another, is now but a mem- 
ery which marks the great An- 
nual Convention and Exposition 
of Home Builders, held during the 
last week in February at the 
Stevens Hotel, Chicago. 

From tho several hundred 
photographs of this important 
event taken during the meeting 
by American Builder camera men, 
the editors have selected a few 
typical views to give our readers 
a general idea of what took place, 


of the outstanding personalities 
in the building field who ap- 
peared on the program, oí the 
unusual end interesting exhibits, 
and other convention and exposi- 
tion highlights. 
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£V APPEAL INSIDE and OUT 


ДЕ? increases retail sates 
<>, 


The new book that shows 
how you can make more money 


соосоооооооооовоооооооооооьооооооооооооооеооооооооооеоеооь о 


Our customers helped to 
| VE selected half а hundred Store remodeling can be 3 lucra- write this book 
\ store fronts and interiors tive source of business for vou. ( ا‎ 1 what 

iting practically all kinds And this new book can h« ip vou rao pos y " P 

iness, in all Parts of the get vour share of this local busi- Fronts and Interiors. Here are 
—from among thousands ness. Look over the remodeling lew samples 
d Vt beer remodeled with suggestions it contains -the many — 19 
rgh Glass and Pittco Store "before" and "after" pictures- Our business hos greatly increased” 


- i 
Metal. the designs by world-famous 9 appearance 
tographs | the 56 Pitts- irchitects—w hk h she JW new store The investment pays many times in 


fronts and interiors аге trends. They will help vou ti — 
ed in this book. Wit! sell mor« prospects, make mort 

of the pictures there is a monev. 

trom the proprietor, telling Send in the convenient coupon 
modeling his store witl for your free copy of “How Eye- 

ttracted more customers Appt al — Inside and Out In 


| ttsburgl Plate Glass Compan 

ы 157.6 Grant Building, Pittsburgh 19, Pa 
bu nes and pront 8 reast R. tail Sales Do it t d i Please send me. without obligat 
lustrated booklet How Еуе- Арреа 


and Out Increases Retail. Sales 


“PITTSBURGH” | 4 
STORE FRONTS and INTERIORS — : 


“PITTSBURGH” slando for Cally Glass and int 


PLATE GLASS CO M PA N Y 


You 


American Builder has readers at all 
strategic points: 
BUILDER 
RETAILER 
WHOLESALER 


[po individually, each 
of these 3 prime factors has 
distinct interests. But actually 
they functiog "department 
heads" in the important business 
of buying a product from a manu- 
facturer, transporting it through 
established channels and install- 
ing it in a construction job. 


as 


Obviously all three factors must 
aéree that a product is salable; 
that its appearance and perform- 
ance are up to standard. 


With a total net paid circulation 
of 77,000 (See footnote ). 
American Builder reaches all of 
the important buying elements. 
Among the 62,000 readers on 
the building side, are the top- 


can sell your building products 
right down the line with American Builde 
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WHOLESALER 


ranking Builders and Contractors, 
who account for 70% of the na- 
tion's light construction . . . resi- 
dential, commercial and farm. 


The remainder of its subscribers, 
15,000 Retail Lumber and Build- 
ing Materials Dealers and Dis- 
tributors, receive American Builder 
with a special Distribution Section 
bound into it, containing editorial 
and advertising material of spe- 
cific interest to them. Dealers and 
Distributors handle about 85% 
of the nation's building materials 
volume. 


In American Builder, Builders, 


Wholesalers and Dealers all get 
the same story through advertis- 
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A SIMMONS-BOARDMAN PUBLICATION 


CHICAGO 3, ILLINOIS: 105 WEST ADAMS STREET 
30 CHURCH STREET 


NEW YORK 7, NEW YORK: 
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RETAILER 


ing in the General Section (which 

goes to ALL subscribers). With 
separate ad in the Distributio : 
Section (which reaches Distrib 

tors only) you can talk shop ft 
Dealers and Distributors private! 
and know that they will also s 
what you are saying to their Con 
tractor-Builder customers. 


24 The last ABC audit report (Jv 
30, 1945) indicates the level : 
which American Builder froze i 
circulation for the duration of ! 
war (60,000). Restrictions on ne 
subscriptions were lifted beg! 
ning with the August, 1945, i 
and in October, American Вий 
er's circulation was 67,000. 
December it had reached 72,0 
February circulation ехсеес 
77,000 net paid! 
See Standard Rate and Data, C! 
19, Business Paper Section for futt 
information on the building тїї 


and American Builder's service {0 “ 
industry. 


American. Builder, April. 1946. 


n (whid 
). With 
stributiol 
Distrib 
с shop f 
| privatel 
1 also se 
their Co 
`5. 


port (Ju 
» level t 
г froze it 
ion of ! 
ns on 
ed begi 
945, i 
can Buik 
57,000. 
ed 72,0 i 

exceec 


Data, си 
n for furt 
ding таг 
ervice to f 


can be built-in... 


with decorative glass 


Blue Ridge Satinol Louvrex glass injects a note of 
dignified beauty to the stair well in the building il- 
lustrated above. These translucent glass wall panels 
also “borrow” diffused light from adjoining offices. 

Architects and designers know that Decorative 
Glass is versatile—because it combines the ad- 
vantages of intrinsic beauty and utility. When 
you specify Decorative Glass, building occupants 
will enjoy a delightfully refreshing environment. 

To provide ample choice of a distinctive glass 


for any specific application, the Blue Ridge Glass 
Corporation, Kingsport, Tennessee, manufactures 
a variety of patterns, which may be semi-trans- 
parent or obscure... Securitized (heat tempered), 
in flat form, for additional resistance to physical or 
thermal shock. These glasses are sold by Libbey- 
Owens*Ford through leading glass distributors. 
For further information, write Blue Ridge Sales 
Division, Libbey Owens: Ford Glass Company, 


8816 Nicholas Building, Toledo 3, Ohio. 


от if with one of the SUAS 


LOUVREX LINEX 


FLUTEX 


STYLEX 


БОЕК 


Illinois Tool Company, 
Chicago. Design and con- 
struction by the Austin Company 


. . Ei qus — — ————À3 


FOR SOFT, DIFFUSED LIGHT ° 


BLUE RIDGE 2e«ac GLASS 


SMART DECORATION » 


COMPLETE PRIVACY 
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SURPLUS SALE 


EXTERIOR INTERIOR 
OIL-TYPE READY-MIXED PAINT 
T-1215* 


This is a medium grade paint which is 
ready to use and inexpensive. It produces 
a flat finish when brushed or sprayed on 
the surfaces to be protected. It is suitable 
for the great bulk of exterior maintenance 
painting where very high oil-content 
paints are not required. T-1215 may be 
used also as a first coater or undercoat 
over previously painted surfaces. It dries 
in a few hours. Write, wire or phone any 
of the War Assets Corporation Regional 
Offices below or mail this coupon. 


T-1279 
This paint is best suited to interior us 


composition board, concrete, stucco а 
brick; also concrete floors. 


SALE PRICE COLORS 
Black 


Dark Green 
é Loam 


Olive Drab 
per gallon Haze Gray 
Field Drab 
Minimum sale 200 Barth е” 
gals. of any one : не 
color, F.O.B. Lo- Earth Brown 
cation, subject to In 5 gal. con- 


: Р tainers — some іп 
prior sale. 50 gal. drums 


COLORS SALE PRICE 
Light Green 


Dark Green 
Field Drab © 5 é 
Earth Yellow 
Black г аі on 
Earth Brown per g 
Loam ... Sand Minimum sale 200 
Olive Drab gals. of any one 
Earth Red color, F.O.B. Lo- 
In 5 gal. con- cation, subject to 


tainers — some in rior sale. 
50 gal. drums P = 


MARKETS AND WAREHOUSES 


*T-1215 may be mixed in with linseed-oil- VETERANS OF WORLD WAR II: To help 
white-lead or other oil paints to obtain lighter FREE — y ^ —— r — 
( d unit has been establi: in eac ar Asset 
shades or higher gloss. Corporation Regional Office 


INFORMATION 
„ 2 2$ —-— NM — — — ILLI — — — вин a a ешю ешо ешо шию as aw ar į 
І 
І 
| To War Assets Corporation: Please send me, without obligation, information on the following: 
14 ] Oil- Type Ready-Mixed Paint, T-1215; [ 7 Oleoresinous Emulsifiable Paint, T-1279; 
| — colors — colors... 
| NAME TEL. NO. ADDRESS 
| FIRM.. | CITY | STATE 


L سے سے س‎ ина тыз کے‎ es шша «не еше ешо ee иша ee سے‎ ee ане ee ишо ошо سے‎ ee سے‎ A ee سے‎ 2 — ee —— ee ee ee س‎ — 


WAR ASSETS CORPORATIO 


(A SUBSIDIARY OF RECONSTRUCTION FINANCE CORPORATION) 


a Prod ue raft 
" 5. eri n RFC OFFICES (INCLUDING FORMER DEPARTMENT OF COMMERCE REGIONAL SURPLUS PROPERTY OFFICES) LOCATED AT: A 
Boston • Chicago • Denver « Kansas City, Mo. • New York « Philadelphia • San Francisco « Seattie e OTHER RFC SUR 
PROPERTY OFFICES LOCATED AT: Birmingham « Charlotte « Cleveland » Dallas * Detroit • Helena « Houston • 

Little Rock • Los Angeles » Louisville • Minneapolis e Nashville • New Orleans • Oklahoma City « Omaha « Portland, © 
Richmond « St. Louis • Salt Lake City • San Antonio • Spokane » OTHER FORMER DEPARTMENT OF COMMERCE REGIO 
SURPLUS PROPERTY OFFICES LOCATED AT: Cincinnati and Fort Worth 


OLEORESINOUS EMULSIFIABLE PAINI 


It is an oil-in-water emulsion type pain 
which may be thinned for applicatio 
with water or organic solvents, such а 
naphtha or mineral spirits. It produces 
flat finish when brushed or sprayed on th 
surface to be protected. T-1279 contains 
fungicide for mildew prevention. It ma 
be mixed in with white or light casein 
paints to produce lighter shades but no 
with conventional oil paints. Suggested 
uses include walls and ceilings of plaster 
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JÆ “А more beautiful kitchen 
...dt lower cost" 


—EDWARD R. CARR, Washington, D. C. 


Шоп 


sale 200 
ny one 
.B. Lo- 
bject to 


I: To help 
a veterans 
Var 
-—- TOUNGS p — 1 al pleasure t 
ү OUNGSTOWN equipment has been a real pleasure to 

use," says Mr. Carr. “Not only has it enhanced the 
eauty and attractiveness of our kitchens, but because 
fits easy installation it has saved us substantial sums 

construction and painting labor. 


"The use of equipment such as this, with the savings 
provides, is а great help in realizing the aim of the 
National Association of Home Builders—to provide bet- 
t homes for less money, and prove beyond a doubt 
lat private enterprise can take care of the housing 
eds of America." 


ED AT: A 

R RFC SURP 
e Jocks 
Portland, © 

RCE REGIC 


These advantages of Youngstown Kitchens are well 
own to the hundreds of builders who have used them. 
Youngstown Kitchens are a definite help in selling homes 


USE 


43 
YOUNGSTOWN KITCHENS 


Mr. Carr's organization has built dozens of 
attractive homes like this, with modern kitch- 
ens built around Youngstown units 


EDWARD $. CARR, prominent member of the 
national Association of Home Builders and the 
Washington Real Estate Board, has installed 
Youngstown Kitchens in his homes for manv 


years 


because their sparkling beauty and modern convenience 
appeal to every woman. And they provide a sure way 
to cut costs. 


You will be interested in the booklet, “The Builder's 
Kitchen," that tells all about these attractive cabinet 
sinks and cabinets and shows how they have been used 
by other builders. Your request will bring a copy. 


MULLINS MANUFACTURING CORPORATION 
Warren, Ohio 


Porcelain Enameled Products — Large Pressed Metal 
Parts — Design Engineering Service 


o7 y 
BY MULLINS 


Thanks to the cooperation and encourage- 
ment of America's industrial executives, 85 
million bond holders have bought U.S. Bonds 
in the greatest savings program in history. 
Employees who have purchased billions of 
dollars of these bonds during the war now 
want to continue monthly purchases of savings 
bonds. Specific evidence of this desire to con- 
tinue saving for personal security and pros- 
perity through the Payroll Savings Plan was 
recently revealed by a survey which dis- 
closed that 90% wanted the Plan continued. 


Every employer can write in his own set of 
reasons why the Payroll Savings Plan should 
be continued as a part of his personnel rela- 
tions program, but the principal advantages 
are obvious: 


, 
This is an official U. S. Treasury advertisement prepared under the auspices of tbe Treasury Department and Advertising Council 
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THE PAYROLL SAVINGS PLAN 
CONTINUED! 


The Treasury Department acknowledges with appreciation the publication of this message by 


AMERICAN BUILDER AND BUILDING AGE 


American Builder, April 1940 етс 


To 
0a 


5 0 


A large reservoir of national sav 
ings; a strong and stable bulwark 
against inflation. 


An “automatic” thrift habit for 
the worker; to increase content- 
ment and satisfaction in his job. 


An opportunity for the employee to 
maintain his “share in America” 
with the safest, easiest, most profit- 
able investment he can make. 


An opportunity for the returned . 
veteran to share in the Payroll 
Plan’s varied benefits. 


Your employees will require little “selling” on the 
idea—they are accustomed to their monthly saving 
habit. With the Treasury Department's savings bond 
program now in peacetime operation, your partner 
ship is again invited to continue this systematic, con 
venient means of contribution to a prosperous peace 
time future. 
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To facilitate construction of one of the 
дак Ridge Atomic Bomb Plants... 


». the contractor used 


ATLAS 
MORTAR 
N CEMENT 


the Satin of Masonry Cements 


onal sav- 
bulwark 


Mortar PR ЈЕСТ, R 
Product of Plant and sien ©з for Ga qr s Atles 
m 

UNIVERSAL ATLAS CEMENT COMPANY Nichols, District pur Plant. Colones К" Process 
(UNITED STATES STEEL CORPORATION SUBSIDIARY) York, Desi E neer, Kellex ¢ enneth D, 
CHRYSLER BUILDING + NEW YORK 17, N. Y. struction Com Engineers, J. A, 4 y ew 
% Contract "У, inc., Chari * Jones Con. 

FICES: New York * Chicago * Albany * Boston * Philadelphia olte, N, с 

, Pittsburgh * Cleveland * St.Louis * Minneapolis * Duluth | p. ; 


Kansas City * Des Moines * Birmingham * Waco 


E as MC.-6 
SUNDAY EVENINGS-— American Broadcasting Company (Blue) Network—U. S. Steel's “The Theatre Guild on the Air" 
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(Curtis Announces. 


a basic improvement in window design 


... NEW SELF-FITTING SILENTITE! 


There is something new in the window world today . . . an entirely different and better kind 
of window, designed on new principles, and offering new advantages to architect, builder 
and home-owner alike. 


It is the new Curtis Silentite Self- fitting Window. 


In the original Silentite, Curtis pioneered the pre-fit "Insulated" window. The new Silentite 
is a self-fitting window—and a vastly better window! It represents another basic Curtis 
improvement in window design, an engineered unit with unique advantages. The many 
famous features of the original Silentite have been 
retained—and new ones added. 


The new Silentite provides 20% increased weather-tight- 
ness which means greater fuel savings—new locking 
features—new ease of operation—new simplicity of 
installation which lowers cost! Study the features at the 
right—then you'll know why the new self-fitting Silentite 
introduces a new era in window utility and satisfaction. 
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Why This New Curtis Silentite 


is a Self-fitting Window 
Self-fitting 


For Greater Weather-tightness 


Made of wood—in itself а non- 
conductor of heat and cold — the 
new Silentite has "floating" chemi- 
cally treated wood sliding bars, 
and these are seated on full-length 
double Z-type bronze weather- 
strips. (See diagram.) Sash (A) op- 
erates against sliding bead (D), 
which presses against metal Z-type 
weather-stripping (C) in frame (B). 


The new design of the meeting rail overcomes the problem of 


weather-stripping between two window sections! 


l-htting — For Easier Operation 
be "floating" weather- stripping forms 
wood -to-wood contact with the sash. 
у fo operate when new, tbe self-fitting 


Self-fitting — For Locking Safety 
Tbe new self-fitting Silentite locks in two 
positions—automatically! You can leave this 
window open six er ventilation—yet 


Self-fitting—For Simple Installation 


See bow easy it is to install a Silentite self- 
fitting window! The sash is put in with mini- 
mum effort—yet, once installed, is firmly in 
place. Here's a big economy in installation 
— another reason why we say "Silentite is 
really a self-fitting window!" Top and bot- 


tom sash easily removed from inside by 
removal of one inside stop only. 


e Improved sill weather-strip assembled at the factory and 
quickly installed on the job. 


kind ilentite continues to work smoothly with use. be sure that no intruder can enter, for it 

| bere can be no sticking, no binding. And locks when open. The new lock also elimi- 

er v new Silentite uses the famous Silentite nates tbe damage often done to barsor bead 
mg suspension — по weights, cords or jamb with ordinary locks. One sash lock 
lleys to get out of order. furnished with each unit. 
і е - 

aite Plus these and many other famous Silentite features 
А complete unit including frame, pro- window, screen, 

norm sash and trim. All parts of unit are carton-packed. 


New style pre-fi combination screen and storm sash 
tliminates changing and storing. (Separate units available 
f desired.) 

All parts of units carefully engineered for perfect coordi- 
‘tion in the completed job. 

тете weather-tightness between frame members, and 
tame and wall. 

improved weather-stripping installed with frame and win- 
tow. No muss or bother later. 

Rech ve meeting rail weather-strips are applied at the fac- 
юу —also the new head stop and head weather-strip are 
“stalled in the frame at factory. 


tn Casada: W. C. EDWARDS A CO. Lid. 
Ottewa, Canade 


e Windows accurately pre-fitted to the frame at the factory 
— no fitting required on job. 

e Sturdy, one-piece narrow mullion—2 inches. 

è More glass area for a given opening. 

e Spring suspension eliminates pulleys, weights and cords. 


e No through cuts in jamb — reduces air leakage and im- 
proves house heating efficiency. 


e Twelve designs of windows from which to choose. 


CURTIS COMPANIES SERVICE BUREAU 

ABAS Curtis Building 

Clinton, lowa 

Gentlemen: Please tell me more about the new self-fitting Silentite 
windows and your new woodwork line. 


Name......... 


nens eee TT — а — uis 


Cits State.. 
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3 So many ways to buld 
| with ZSO Ol. 


Here are typical examples from thousands of 
jobs where the many ways of using Zonolite 
are simplifying contractors' building prob- 
lems all over the country. Figure using light 
weight easy-to-handle Zonolite products on 
your next job . . . customers better satisfied 


.. time and money saved. 


Zonolite Fill Insulation 


Easy to install between joists in attics and between studs 
in sidewalls. Weighs about 6 pounds per cubic foot. 100% 
fire proof — rotproof - verminproof. Won't irritate workers 
hands! No masks required! 


Insulating Concrete 


Ideal for insulating fill and structural roof decks. Fireproof 
—rotproof—permanent. To make Zonolite Insulating 
with instead 
sand. Weighs as little as 16 pounds per cubic foot when 


mixed. Used for floors in homes, commercial buildings 


Concrete simply mix ordinary cement of 


and farm structures 


Insulating Plaster 


Zonolite Plaster Aggregate is used in place of sand. It's 
easier to mix. Reduces mortar weight one half. Can mix 
nside building to save handling time. Works easy. Won't 
Crack Insulates against heat, cold and 
sound and makes better satished customers. 


freeze resistant 


Universal Zonolite 
Insulation Co. 


FOR DETAILS 
MAIL COUPON 
NOW! 


SEE YOUR LOCAL LUMBER and BUILDING MATERIAL DEALER 


|... 


e Ten men install 16,000 cubic feet of Zonolite in 20 
hours in giant cold storage plant. 
Fill in walls and ceilings—7onolite Concrete for floors. 
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Zonolite Granular 


e Screeding Zonolite Insulating Concrete roof fill over con 
crete slab. Easily formed into saddles and cants for proper 
drainage. 


{ 
п 
t 
n 
h 
p 
t 
e Zonolite Granular Fill easily in- 
stalled in attics and sidewalls— і 
new work or remodeling. No d 
gloves or masks needed м 
1 
ө (At left) —Zonolite Insulating 
Plaster being mixed indoors and 
applied. Can be applied to same \ 
surfaces as sand plaster а 


= 
' | t 
' [| 
1 Universal Zonolite Insulation С‹ „ 
Г] Dept. AB-46,155 S. LaSalle St., Chicago 3, Illinois - 
* 
1 Gentlemen: Please RUSH complete information on ( ) Zonolite | 
H Granular Fill Insulation ( ) Concrete ( ) Plaster | 
a Nam | 
a 1 
D Ad dr. $ H 
Ci on Mati H 
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Chrysler Airtemp engineering and 
mass production have brought new 
efficiency and new economy to auto- 
matic central home heating . . . for 
homes large and small. 


The simplicity of design, the com- 
pactness and the efficiency of opera- 
tion of Chrysler Airtemp heating 
products are evident in the cut-away 
drawing above. This is a gas-fired 
warm air furnace but Chrysler Air- 
temp also makes models for oil or 
coal—and for steam, hot water and 
vapor systems. In addition, there's 
anew Chrysler Airtemp stoker, and 
an ultra-modern oil burner for mod- 
ernizing old-fashioned heating plants. 


"REMEMBER THURSDAY NIGHT! The music of Andre Kostelonetz and the 
musical world's most populer stars—Thursday, CBS, 9:00 P.M., EST." 


oO rrr FETTET MO 


REFRIGERATION 


EL 


E G E 


T 1 


COOLING . 


Cut-away view of Chrysler Airtemp automatic gas central system for homes. 


ld Amazing ^" Пои 


Behind these home-heating products 
stands Chrysler Corporation. noted 
for engineering skill and mass pro- 
duction economies. Behind them also 
is the satisfaction enjoved by Chrvsler 
Airtemp users wherever homes are 
heated. Dependability is assured. 


For year ‘round air conditioning. 
Chrysler Airtemp offers the com- 
bination shown at the right. 


For full details about this ultra- 
modern line of home heating prod- 
ucts write Airtemp Division of 
Chrysler Corporation, Dayton J. 
Ohio. In Canada — Therm-O-Rite 
Products. Limited, Toronto, Ontario 


YEAR "ROUND 
AIR CONDITIONING 


Combination of warm air 
furnace and “Packaged” 
cooling assembly pioneered 
by Chrysler. Airtemp. Cool- 
ing “package” can be easily 
added at any time desired, 
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Gerry Offers “Lhe Features 


G LOW PRICE 
UM CONSTRUCTION 


p din wm | uo PAINTING 
| \ Y ИБ 75 185. 
| MOT BLOW SHUT 
i can OPERATE 
| | | МАМ CAN INSTALL 
IBADROOM REQUIRED 

MESE INSTALLATIONS 

oo CENTERPOSTS 
| | AM BLE NOW 


MR. BUILDER, compare the features of. 
fered by the BERRY ALUMINUM over- 


dents — lifetime troublefree performance 
and low installation costs 


head type GARAGE DOOR. Doublecheck 
the advantages it offers you in lower unit 
prices—fast installation at lower costs— 
no painting required—easier handling— 
no headroom troubles — long lasting 
troublefree operation—no expensive serv- 
ice call backs 

Note its appeal to the Home Owner— 
low price—lightweight aluminum con- 
struction—beauty—ease of operation—no 
exposed operational! devices to cause acci- 


The BERRY DOOR is your answer when 
that tight budget calls for a modern all 
metal door. Note how it saves you time and 
money on those remodel jobs too 

BERRY DOORS are now available. Over 
25,000 have been delivered in the past six 
months. If your dealer cannot supply you 
immediately, place vour order—he'll be 
having another shipment soon 


Save time and money — instal! BERRY DOORS 


— 2 IN GARAGE DOOR ENGINEERING 


BERRY DOOR COMPANY .„„„ mionioan 
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Month after month 
compelling adver- 
tisements like this are 
reaching homemakers 
in 27 coast to coast 
newspapers in the 


following cities: 


LOS ANGELES 
ATLANTA 
BOSTON 
GRAND RAPIDS 
JAMESTOWN 
HIGH POINT 
PHILADELPHIA 
DALLAS 
NEW.YORK 
CHICAGO 
DETROIT 

ST. LOUIS * 
SAN FRANCISCO / 
CLEVELAND / 
PITTBURGH / 
MINNEAPOLIS / 
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ow are you selling new homes? On the quality of the nails... or on the luxury and enjoyment of a "ho 


of your own." We at HOUSE BEAUTIFUL maintain that you must sell people emotion if you are to get a bigger share 


the American Family's spendable dollar. HOUSE BEAUTIFUL is eager to help you increase your market for fine hom 


and home improvements. Any part or variation of our crusade on “BETTER YOUR HOME...BETTER YOUR LIVIN 
is yours to use. Write for our suggested literature and use the theme in your own advertising. Make America hung! 


for the better homes you create and you'll build permanent demand! 
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™ DEFOE HOMES CAN ANSWER 
YOUR HOUSING PROBLEM 


2 Housing Division of the Defoe Shipbuilding Company was de 
veloped with a two-fold purpose—to maintain, as closely as possible 
the wartime employment level upon which the people of the industrial 
area in which the plant is located had come to depend and to ofter che 


public а new solution to America's housing problem. 


e e With this in mind, Defoe designers and engineers were called upon 
to create a new line of homes which would bring to their owners the com 
forts of functional design, the ease of maintenance made possible by modern 
compact construction - plus the economies of mass production methods 


In addition, they must be built to outlast houses of standard construction! 


e ө The Defoe organization has delivered. The skill and experience 
acquired by more than forty years of fine workmanship and adherence co 
the age-old traditions of the shipbuilder's art have brought into being an 
entirely new concept of gracious living. The Defoe Homes reach new highs 
in comfort and convenience. While there is nothing fantastic or extreme 


about them, they are certainly a radical departure from any prewar "pre 


fabricated" houses or temporary wartime structures 


e e With the war won and with great hope for a permanent peace just 
ahead, Better Things for Better Living" is the slogan for the coming era 


The Defoe Homes will be a worthwhile contribution to the good times ahead. 
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ractive Cape Cod home can be erected by the 


BUILDING CONTRACTORS 
Write to the Housing Division, Defoe Shipbuild- 


R LIVING 


ptem. Variations in floor plan and exterior 
atment can be made to satisfy individual require 
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ing Company, Bay City, Michigan, for details of 


Defoe's dealership plan. 
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OMEN spend a larger proportion of their waking hours in the kitchen than in any other 
part of the house. So it's only natural that they should show tremendous interest in 
the subject of kitchen planning . . . have distinct ideas as to what their “dream kitchen" 
should look like. Recently, we interviewed a large number of women about the “New 
l'reedom Gas Kitchen" design shown at the left. As architects and builders, you will 


he interested in their comments. 


HERE ARE SOME OF THEIR STATEMENTS: 
“This is the most compact and workable kitchen Гое seen yet." 
“It’s so livable and pleasant.“ The dining nook is mighty handy.” 
* Nothing is out of reach." “I like the sink and dishwasher combina- 
tion.” “The colors are so inviting and cheerful.” “ You could spend a 
lot of time in this kitchen and still feel happy.” 


Best of all—4his kitchen is operated by Gas—the cooking fuel preferred by more than 
20 million urban and suburban homes. Women who have used Gas ranges are sold on 
the advantages of flame cooking. They praise the speed, flexibility and automatic features 
of Gas, say it “cooks faster, better, more thriftily". . . agree that nothing equals the flame 
for flavor. And they like the long-life dependability of Gas refrigerators, too 


appreciate the fact that there are no moving parts in the freezing unit to wear out от 


make a noise. Undoubtedly, in the homes vou plan and build, vou will want to recom 
mend Gas equipment for cooking. refrigeration, water heating. house heating and 


year round air conditioning. Your local Gas Company will be 


glad to supply you with complete technical details on modern j "эм, 
LY Gas practice. AMERICAN GAS ASSOCIATION 
a = 
Be x NOW READY! For further information on this invaluable 
| i 
OW builders’ and architects’ manual, write: American Gas 
3^5 Association, 420 Lexington Ave., New York 17, N. Y. 
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Mr. Frank Cortright, Executive Vico President 
National Association of Home Builders 
1737 K Street, N. W., Washington 6, D. C. 


| would like to know about NAHB. Without cost or obligation please send 


me a copy of “What is NAHB?” telling the story of the National Association B A 
of Home В 0з есоте 


ullders oí the 3 
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What do you gain by 
membership in NAHB? 


How Can А 
“Builder” 


Member 
Of NAHB? 


Mail coupon TODAY! 


f4 ге! 
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G-E Furnaces really go to work for you 
::. building your reputation... making 
sales. Leading builders learned that les- 
son before the war. They plan to profit 
by it in the competitive days ahead. 


Here's how it paid off for the Home 
Building Corporation of Kansas City. 
They equipped 124 houses with G-E 
Winter Air Conditioning Furnaces and 
other G-E labor-saving equipment.The 
houses were priced at $4500 to $6500 
The G-E name was featured in the 
sales promotion 


THIS SALES STORY 
puts the cellar on ТОР! 


In the face of competition, all 124 
houses sold...and so/d promptly. 


A survey of the home buyers showed 
that the G-E furnace and other G-E 
equipment were the most significant fac- 
tors in their decision to buy. 


For gas or oil heat...for steam, hot 
water, vapor or conditioned warm air 
systems...install G. E. for more sales, 
for bigger sales when the going gets 
tough. General Electric Company, Air 
Conditioning Department, Section 6114, 
Bloomfield, New Jersey. 


GENERAL @ ELECTRIC 


Automatic Heating Equipment 
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Materials if 


Recent poll" shows... 


For Asbestos Building 


Johne-Manville 
ASBESTOS SHINGLES 
for Roofing and Siding 


83% OF BUYERS 
WANT THE FIRE 
PROTECTION OF 
ASBESTOS BUILDING 
MATERIALS- 


nn WF 


THATS ANOTHER REASON WHY 
THIS SIGN HELPS ME WIN 

THE CONFIDENCE OF MY 

PROSPECTS 


THE JOHNS-MANVILLE 
RADIO PROGRAM WILL 
TELL THIRTY MILLIONS 
MONTHLY TO LOOK FOR 
THIS SIGN OF QUALITY 
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1. JOHNS-MANVILLE 
T Orf, 


ow this consumer preference can help you as a builder 


OHNS-MANVILLE offers you an extraordinary 
J opportunity to overcome the short-sighted 
competition of jerry-builders . . . builders who 
use slipshod methods and substitute inferior 
materials in order to make a quick profit with- 
out regard to the future. * 


Meet this type of competition by identifying 
yourself with building materials in which the 
public has confidence. 


Take, for example, Asbestos Shingles. In a 
recent, nation-wide poll of public opinion, 
prospective home buyers indicated their pref- 
erence for Johns-Manville Asbestos Building 
Materials by sixty to one!* 


Not only that, but 83% said they would even 
pay more to get the fire safety of asbestos 


*In a national, scientific poll recently completed, 
the question was asked, "For Asbestos Building 
Materials, what company do you think of first 
as a manufacturer in whom you would have 
confidence?” 


67.5% of those interviewed knew the name of 
i manufacturer. 59.5% said Johns- Manville. 0.9% 
said Company "A". 0.7% said Company "B". 
0.4% said Company "C". The remaining 6% 
was divided among 12 other manufacturers of 
isbestos building materials 


Thus, Johns-Manville was named approxi- 
mately sixty times oftener than any other manu- 
facturer of asbestos building materials. 


products. To help you capitalize on this over- 
whelming acceptance, we have developed a 
complete merchandising program, a feature of 
which is the Johns-Manville Sign of Quality 
as shown on the opposite page. 


Through powerful radio advertising from 
coast to coast, we will tell buyers to look to the 
builder who has been qualified to use the 
Johns-Manville sign. Thus, this sign and the 
overwhelming public preference for Johns- 
Manville quality can help you build and main- 
tain your reputation as a quality builder. 


Powerful Radio Program, 
a Selling Tool for You! 


Five nights a week at the most popular listen- 
ing time (8:55 E.S.T.) over а coast-to-coast 
network of the Columbia Broadcasting Sys- 
tem, "Bill Henry and the News" reaches one 
of the largest of all listening audiences 
Johns-Manville will use this powerful adver 
tising medium in your behalf. We will tell 
your prospects how important it is to bus 
{гот a builder who uses qwality materials. 
and how they can identify such a builder bs 
the J-M Sign of Quality 


JOHNS MANVILLE 


PRODUCTS 


ohns-Manville Building Materials 


— 
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BUY YOUR OWN HOME 
THE 
NATIONAL WAY 


NATIONAL LIFE'S NEW Packaged Mortgag 


includes the financing of new kitchen appliances. - 


REDUCES COST OF FINANCING NEW HOME 


4T 


National Life of Vermont has received several 
thousand inquiries since it pioneered а few 
| A . " 1 K 1 + ер k y d M x 
months ago in introducing its “Packaged Mort 
gage Loan Plan." Everywhere enthusiasm is evi- 
dent for this new low-cost way to finance a home. 
New refrigerators, electric ranges, home laun- 
dries, ironers, freezers, and other essential kitchen 


But there are other new features of National 
Life's complete home financing plan and we're 
anxious to send you not only a folder on the 
“Paekaged Mortgage" but a booklet entitled, 
"Own Your Own Home The National Way." 


You're sure to find these useful. 


Fill out and mail a coupon today for these two 


к 


I^ 


equipment are included in the mortgage which 
covers the house. It means one loan by one lender 
— not a mortgage plus burdensome installment 
financing with one or more other lenders. 


NATIONAL LIFE 


INSURANCE COMPANY 
HOME OFFICE— 


warre, VERMONT 


A Mutual Company, founded in 1850, 
“аз solid as the granite hills of Vermont'' 


pieces and the address of the nearest National 
Life loan correspondent. 


CLIP AND MAIL THIS COUPON 


NATIONAL Lire Insurance Co., Dept. 120 

MONTPELIER, VERMONT | 
Without obligation, please send me “Packaged | 
Mortgage” folder and booklet “Own Your Own 
Home The National Way”; also name of nearest 
loan correspondent 


Name 


Business or Home Address 


--——— «в ——2 b o m m 
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Another smash ad in our neu full-color campai 


put right to work for your cus -— 
getting the best! See your Gold Bond Dealer! Na 
e e + 
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у 5 H 
gn in the Saturday Evening Post: 


tomers. And when you use | 
tional Gypsum Company, Buffalo 2, - 
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Full of ideas you can 


Gold Bond — your customers will know they re 


) New York. 


You'll build or 
remodel better with 


Gold Bond уу \ 


Ask your lumber and building material dealer how easily you can have this room with new Gold Bond modernizing materials now available! 


Is your living room "holding out" on you? 


үк ERDAY this room was so drab and ordinary that we actu- 
Шу hated to invite people in. We thought our only solution 
be a new house. But look at it today, thanks to Gold Bond 
ceiling materials — and only a few hours’ work and a few 
rs! We feel as though it had been "holding out’ on us!” 
the pictures below. See how easy it is to remodel anythin 


al z room, office, store... with readily available Gold Bond 


re s. And remember this when you think of building or re- 
he z: Gold Bond building products didn't just “happen.” 
d ( the re sult of vears of scientific re Scar h whic h has been 
‚2 Ме for such important new pex ts as Gold Bond fire- 
E rm-sealed gypsum sheathing for sturdier, weather-proofed 


s. А new Gold Bond method of building plaster interiors 
ting ac tion” to withstand normal structural strain. Insures 


room noise. Fireproof Gold Bond Rock Wool Insulation that cuts 
heating costs and insures perfect vear ‘round comfort in new or 
old homes 

These are but a few of the 152 Gold Bond products scientifically 
designed for better construction. They have been used throughout 
the greatest buildings in the land and are equally adaptable to the 
average home or the simplest cottage 

They are produc ed in 23 modern plants strategically loc ated 
throughout the country in order to supply you and 10,000 Gold 
Bond dealers over night with the latest and newest in better build 
ing materials. Use them to bring out the best in vour present house 
or to add sounder value to new building. See vour local lumber 
and building materi il de aler for good advice 1 gor d Gold Bond 
products that will he 'p you build better! National Gypsum Com- 


vo ra Ig Ix uty, greater hr. protection and reduces room-to- panvy, Buffalo 2 New ork 
val 
150 tested Gold Bond Building Products for new construction or remodeling that add greater permanency, beauty and fire protection including wallboard 
hi plaster, 1 e, sheath all paint, insulation, metal | sou control pre luct 
ece — — — —— S 
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` THE LIGHTWEIGHT F/RE PROOF 
i 4 . — — / eames OF GOLD BOND GYPSUM 
) А ээ” A 

423 | WALLBOARD COVER UP OLD 
М WALLS IN A HURRY ! 


SAY, THAT NEW GOLD BOND SUNFLEX 
PAINT 1S SIMPLY MARVELOUS. I73 ORY 
IN ONE HOUR - THEN START PLACING THE 
FURNITURE. AND SUCH CHARMING COLORS / 
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ALLIED BUILDING CREDITS, INC. 
FIRST NATIONAL BANK BLDG. W. PAUL 1, MINNESOTA 


6 Installment Note and Mortgage Services for the Building Industry 
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GIVES YOU 
PERFECT CONTROL 
OF EVERY JOB 


Pull Sales and Profits Up 
by Selling the ABC Way 


Profits follow sales and sales skyrocket when 
you "make it easy to buy" with ABC time 


customer more material or a bigger job. To 
him, the difference between, say, $9.58 and 
$15.97 a month is not great, but on a three 
year payment plan your sale has increased 
$200. Multiply that amount a few times and 
watch your sales and profits soar. 


You can control the entire sale because you 
make arrangements for credit right in your 
own place of business. The customer does not 
"go out and get a loan" and then become a 
price shopper. Another ABC advantage: you 
get paid in cash, tie up no capital in charge 
accounts, and avoid collection headaches. 


For complete information on how the 
ABC budget payment plan will increase 
your sales, write Allied Building Credits. 
Inc., 2501 First National Bank Building, 
St. Paul 1, Minnesota. 


payment selling. You can sell your ABC: 
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GEE... IF WE ONLY HAD А ROOF 
LIKE THAT! 


YOUTH GOES FOR CERTAIN-TEED 


r roofing products as young in style as they are old in 
ue-proved reliability, concentrate on Certain-teed! Build 
profitable roofing sales volume with Asphalt Shingles you 
isell with confidence, Certain-teed shingles are famous 
r colorful beauty, fire-resistance and long, useful life on 


the roof. The Certain-teed line provides your "ticket of 
admission" to every roofing market. There is a style. 
weight and color for every roofing purse and purpose. Ask 
your Certain-teed salesman to demonstrate the profit pos- 
sibilities Certain-teed Asphalt Shingles provide. 


) 
a ^ IN-TEED 


BUILDING 


PRODUCTS 


lustry Ш CERTAIN-TEED PRODUCTS CORPORATION 120 SOUTH LA SALLE STREET > CHICAGO 3, ILLINOIS 
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2500000 
HEATING UNITS 


.. . and Bryant answers America's heating needs with everything from 
small space heaters to complete winter air conditioning 


Millions of Americans are carefully planning homes. 
They are giving a lot of thought to heating. Surveys 
prove this and show а market of two and a half million 
heating units annually and that the trend is definitely to 
gas heating! 


s. 


But what particular make of heating unit do Americans 
want? We've been asking them . . . and it’s Bryant. For 
Bryant gas-fired equipment gives them all the advantages 
of automatic, efficient home heating. And there is a 
compact, smart-looking Bryant to fit perfectly into every 


type and size of home... to fill every heating requirement. Ideal for small homes heat- 
Y: > А ә ing, this steel gravity 
Talk to your Bryant distributor. Let him show you the warm air furnace fits the 


modest buliding budget. 


factual presentation “Postwar Picture of Home Heating." 
You'll be amazed at the new beauty, new features, new 
convenience in the Bryant complete line of gas heating 
equipment. You'll realize that there is everything for full 
customer satisfaction . . . everything from small space 
heaters to complete winter air conditioning. In addition 


to the Bryant quality line, there are new steel gravity 

warm air furnaces, winter air conditioners and floor 

furnaces to meet the need of moderate-cost home build- | 

ers. And there is a new Bryant line of modern automatic | 
CAS 


storage water heaters. 

Check the Bryant Heater line of gas heating equipment 
with your distributor. Then, give your customers the 
heating they want. Give them Bryant! 


HEATING 


LET THE PUP BE FURNACE MAN 


BRYANT HEATER COMPANY, 17825 St. Clair Avenue, Cleveland 10, Ohio 
One of the Dresser Industries 


e The most complete line of gas heating equipment in the nation! 
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SURE TEST 
OF EASIER CUTTING 
СОЕ WINDOW GLASS 


П Proof of its easier, cleaner cutting is this illus- 
d tration of a girl "running a cut" on L'O-F Win- 
H dow Glass, 
4 
/ 


LIBBEY- OWENS- FORD 
CLAS$ COMPANY 


209 u 5 ear Or 


Dove STRENGTH 
Quality 
L 1 


/ 

Ц 
/ 
/ 


CUTTING LIBBEY-OWENS-FORD QUALITY WINDOW GLASS 


is easier for beginner or old-timer—because of L-O-F’s longer anneal- 
ing process. As thousands of dealers know, this special process means 
easier cutting and less breakage. Such savings in handling spells 
more profit per light—an important fact, whether small or large quanti- 
ties are handled. 


So be sure to ask your glass distributor for this easier-handling, 
clearer, L-O-F Quality Window Glass. Libbey-Owens:Ford Glass 
Company, 5146 Nicholas Building, Toledo 3, Ohio. 


Libbey-Owens:Ford also makes plate gloss, 
safety glass, Thermopane*, Vitrolite*, Tuf- 
flex*, Glastone* and other flat glasses. 


1 | LIBBEY: OWENS: FORD 


*REG. U.S. РАТ. OFF. | | — Great Name m GLASS 
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Pouring concrete to encase the ends and top flanges of the 
beams which provides a rigid, non-shrinking base under the 
whole house. Reuse in the left corner are for heat ducts. Sup- 
ports for studs are provided around the stair well. 
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When you build your houses with extra cost for a J&L Junior Beam 

J&L Junior Beam steel and concrete steel and concrete floor system can Е: 
floors your prospects are readily im- Бе included in your plans for only а 

pressed with the stability and per- small increase over the conventional Your | 
manence of your work. You can point — system. You more than make up the . over 
out that in addition to being strong difference by elimination of return | wo 
and rigid, the floor is non-shrinking, trips to repair plaster cracks, trim D 
vermin proof, termite proof, and fire sagging doors, and loosen stuck win- 

resistant. dows for a Junior Beam floor does not 


You get these selling points at no 
2 

Tat 
XY 
A 
A 4 


shrink or sag. Write for information. 


JONES & LAUGHLIN STEEL CORPORATION 


PITTSBURGH 30, PA. 


1946 
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TYPICAL HOTPOINT KITCHEN 
FOR A $7,500 HOME 


[ | | RANGE 

i | REFRIGERATOR 

\ | DISHWASHER SINK : 
DISHWASHER 
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SINK CABINET 
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L | BASE CABINET [15° Wioe 
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COR. BASE CABINET 


15 UTILITY CABINET 
16 | WALL CABINET 
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Hotpoint KITCHEN PLANNING SERVICE 


COMMERCIAL ENGINEERING Oivision 


ORAWN A- Bu MART 


APPROVED 


ay Gander 
OwG ^O AKL4£5 37 vara 7-1 7-45 
EDISON GENERAL ELECTRIC APPLIANCE CO.. INC. 


©0600 weet Тат. ое отец "!CA00 : 00:90:90 


Hotpoint's at your service in planning 


ripped 
encaret 
"" El t і Kit І 
modern Electric Kitchens! 
ү R share of the home building and modernization field can be a 
fitable one. Plan for it now! Hotpoint's Portfolio of Personalized Kitcben PLAN KITCHENS FOR THE 77% 
an help you capitalize on it. You'll find kitchen plans and informa Moro than seven out of ten modern | 
tor homes in all income brackets — from bungalow to mansion. Attach homes will cost $3,000 orover,” pre- | 
ipon at right to your letterhead and mail it to us today for your copy dicts the United States Chamber of | 
helpful Port lio. Commerce. That means 7 out of 10 | 
- 0 Olt 
ep um builders сап afford, and will proba- 
fully planned, powerfully prepared advertising has stimulated the bly demand, an all-electric kitchen. 
ving trend to electric kitchens through 
Distribution of over 2 million booklets to your prospective customers of p77-7---------- "OD 7 
M v Next Kitchen” by Hotpoint. - The Hotpoint Institute : 
^ "T А "е 1 : 5641 West Taylor Street, Chi 44, Illinois 
Over a million and a half dollars of national advertising by Hotpoint during А „ saw i dicetis: s - 
be hr Sep: ашаб tho éd б йай Маан і Without obligation, please send me your Portfolio of i 
pr À 1 Hotpoint Personalized Kitchen Plans. This offer availa- 1 
‘cores of articles in leading magazines and newspapers that focused atten- - ble in United States, Territory of Hawaii and Alaska : 
^" on the modern electric kitchen as the No. 1 room in the postwar home. : - 
t Nome i 
"POINT REGIONAL SALES OFFICES. EASTERN: 570 Lexington Ave, New York City 22, Plazo 3-9333 i 1 
Жн ам: 304 Red Rock Bldg., Atlanta 3, Walnut 2959. CENTRAL: 1456 Merchandise Mart, Chicago 54 1 Firm Nome ' 
Дог 1174. WESTERN: Western Merchandise Mart, 1355 Market Street, San Francisco 3, Underhill 2727 А 
> | Address i 
in mos! states, all Hot- i i 
point kitchen equipment : City Store i 
Ш " 


can be included in F.H.A 
insured mortgages 
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Housing war veterans is your prob- 
lem and ours, too. The houses you 
are planning will of necessity be 
moderate in price—and yet you 
want to make them as attractive, 
and practical as possible. The 
Crane line includes plumbing and 
heating designed for these homes. 

In this line, you will find bath- 
room groups and kitchen sinks in 
a varied price range to meet every 
requirement of small homes built 
on a close budget. All fixtures have 
been freshly styled and are Crane 
quality throughout—the same high 


CRAN E 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 


“THE 


"JUST THINK, REAL CRANE EQUIPMENT 


IN OUR MODEST PRICED HOME" 


BEST IS NONE TOO GOOD FOR VETERANS 
—THIS HOUSE IS CRANE EQUIPPED" 


quality that has won Crane recog- 
nition as producers of fine plumbing. 

In heating, too, the Crane line is 
complete including boilers and fur- 
naces, stokers and oil burners— 
everything necessary for the home. 


Your Plumbing Contractor or 
Crane Branch will gladly work with 
you on your plans and do every- 
thing possible to assist you in meet- 
ing your needs during the present 
emergency. You can also look to 
them for equipment for the finer 
homes you intend to build when the 
emergency is over. 


CRANE CO., GENERAL OFFICES 
836 S. MICHIGAN AVE., CHICAGO? 


PLUMBING * HEATING » PUMP! 
VALVES © FITTINGS » PIPE 
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Roddiscratt 


FLUSH VENEER DOORS AND ARCHITECTURAL PLYWOOD 


WAREHOUSES E beauty of RODDISCRAFT Solid-Core Flush Veneer Doors and 


CAMBRIDGE 36, MASS., 229 Vassar St. 
CHICAGO 8, ILL., 1440 W. Cermak Rd. 
CINCINNATI 2, OHIO, 457 E. Sixth St. 


DALLAS, TEXAS, 2615 Latimer St. ing, and cores are welded under heat and pressure into a single indestruc- 
KANSAS CITY 8, MISSOURI, : рс 
2729 Southwest Blvd. tible unit — an effective barrier to fire and sound. Cores of RODDIS 
LOUISVILLE 10, KENTUCKY, 
1201-5 S. 15th St. 
LONG ISLAND CITY, N. Y., hard i 
Review and Greenpoint Ave М i ١ F w 4 veneers selected 
NEL e warping. Crossbanding is of hardwood, and face veneers are c 


MILWAUKEE 8, WIS., 4601 W. Stote $t. for quality, as well as figure of grain. Doors and Plywood are made 
NEW YORK CITY 18, NEW YORK 


515 W. 36th St. , : ativ ? 
SAN ANTONIO, TEXAS, 727 М. Cherry St. in a wide selection of hardwood faces, both native and foreign woods. 


DEALERS IN ALL PRINCIPAL CITIES 


Architectural Plywood, is more than veneer-deep. Door faces, crossband 


CRAFT Plywood are of selected, narrow softwood strips to control 


Roddiscraft flush veneer doors and archi 
tectural plywood offer an opportunity to ex- 
pand your business and supply big jobs and 


7 quality jobs. The name Roddiscraft has 
Voddis craft conveyed quality for more than fifty years. 
20442 Lumber & Veneer (C. FROM TIMBER TRACT TO BUILDING 


SITE... IT'S RODDIS ALL THE WAY $ | 
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Any Home With Running Water 


AUTOMATIC OIL 


15 A Prospect For А 


Coleman 


OIL Water Heater 
It’s Fully Automatic! The Kind 
Thousands Want And Now Сап Havel 


Here's a "gold mine" for dealers in communities where gas is not 

available for water heating. In such communities, there are hun- 

dreds of folks who want automatic hot water with low cost oper. 

ation. Now you can meet their needs—for Coleman, whose name 

is known and trusted by millions, has created a fast-acting, depend | 
able, fully automatic water heater that uses low cost fuel oil 

Needs no gas or electricity; use it anywhere. It's a big advantage | 
over old, slow, dirty, solid-fuel water heating. If a family has | 
running water, they're prospects for you. Coleman dependability 

—low cost - automatic ease will sell them —and so will these 12 

Coleman features: 


1. Engineered insulation — rock-wool 8. Low-flame pilot—won’t go out 
and dead air space. under worst drafts — burns low 


2 Rugged construction — heavy-duty lt vm qn m 


2 9. Removable burner — jack-mounted; 


3 White baked plastic enamel finish hand-operated screw releases 
* with maroon trim. burner for easy cleaning. 


Large-area heat vent—lots of 10. Lighter door makes lighting 
* radiation for efficient operation. * pilot easy. 


2 

5 Coleman's special low-draft burner 11 OEE бый unm pm 
one а es on only 08 drafti Usse * meters flow of oil so that fuel is 
cian released only as needed—no waste. 


6 Automatic controls maintain con- 
e 


stant water temperature. Adjustable 12. Exclusive Coleman draft meter— 


to any degree from 120° to 155^ Р, accurately controls draft regardless 
of weather. Prevents excessive 
7. Burner asbestos-sealed to prevent drafts and thus eliminates 
* loss of heat. heat waste. 


HOW TO QUALIFY FOR COLEMAN FRANCHISE: 


Write us for the name of your Coleman distributor, who awards 
all Coleman franchises in his territory. He will explain franchise 
requirements and terms, and show you how Coleman promotion 
and selling helps can make you the leading oil water heater dealer 
in your community. Write today to The Coleman Company, Inc, 
Dept. AB-852, Wichita 1, Kansas. 


The Coleman Company, Inc.—Home Office, Wichita 1, Kansas 
Branches—Philadelphia 8, Terminal Commerce Bldg. * Los Angeles 54 • Toronto, Can 


(Coleman WATER HEATER 
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University of Washington Penthouse 
Theater, Seattle — a striking, attrac- 


tive, all - plywood structure. Outside 


e walls are of 3/8” Exterior type ply- 
in wood over 3/8” plywood sheathing 


ave! 


3 is not 
re hun- 
st opere 
je name 
depend- 
fuel oil. 


Exterior Type 
zx Douglas Fir Plywood 


these 12 resin binder especially for 
permanent exposure to weath- 


Provides Large, Rugged Panels 


jo out er, water or abnormal mois- 
«s low ture conditions 
for this Modern Theater Building 

— Exterior type plywood has 

eases been used for years in build- 

je ч А E . : 

ings of all kinds — in box cars, Modern streamlined effects come natural with 
ting | reefer cars, trooper sleepers — 


large, rigid panels of durable Exterior type Doug- 


in war craft, work and pleas- las fir plywood. As a matter of fact, this sturdy 


- accurately ure boats. material has proved itself superior for exterior 

at fuel is Ag" à 

sap siding on almost every style of home, farm build- 
ing, business and industrial building. 

| meter— | 

Are The big panels cover wall areas with a mihi- 

— mum of handling, sawing, fitting and nailing. 
They hold nails or screws right at the edge with- 
out splitting, bend to simple curves without 

ICHISE: breaking. They lend strength and durability to 

o awards any structure. 

borne Be sure to specify only EX- Write the Douglas Fir Plywood Association 

ter dealer TERIOR TYPE for outdoor for any technical data vou desire. Such material 

vany, Inc, we. It is easily identified by is sent free to any point in the United States. 

{һе "grade trade-mark" EXT- 
1, Kansas DFPA on the edge of every 


onto, Сапо® panel. 


DOUGLAS FIR PLYWOOD ASSOCIATION 
R Tacoma 2, Washington 


FOR PRICES AND DELIV 
ERY INFORMATION SEE YOUR NEAREST LUMBER DEALER 
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Everyone has a pet feature in this bathroom. F~~. 


h — 


"THAT ULTRA-MODERN 1ООК... Just the thing 
— Fre been looking for to transform our old down-at-the- 
"T n heels bathroom. Maybe we can't manage the glass brick wall 
... but the indirect lighting — tile partitions —and most 
of all, the gorgeous Briggs Beautyware would give 
| me a bathroom Га be proud to show the world!” 


*2-ROOMS-IN-ONE ... Now that's a really 
practical idea, especially for the early morning 
‘rush hour’. And the smart looking safety-bottom bathtub! 
All can say is. . somebody at Briggs must have had 
my harum-scarum kids in mind all the time!” 


— — 
— 


FREE BOOKLET—“ Planning your Bathrooms and Powder Room’ 
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Write for yours ted 
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DESIGNED BY BRIGGS DESIGN RESEARCH DEPARTME 


а P e but they all agree on BRI GGS Bea utyware 
/ $ Y ў 
/ Б ^£ $ "THOSE HEAVENLY COLORS . . . Particularly the completely postwar fixtures are off the production line and 


4 / IT WON'T BE LONG NOW... until Briggs Beautyware is back 


f 


j the market in quantities to suit every need and taste. The first 


. * rou є 
in the plumbing fixitires! Who would think that the way to your local plumbing contractor. And when you 

anything so functional could be so pretty. And Briggs Beautyware you will agree they’re the smoothest Багой 

they tell me that despite their "rich look’. . . ü : 
any one of Briggs decorative designs and colors is 


fixtures since plumbing became a profession! 
reasonable enough for the most modest budget!” 


BRIGGS MANUFACTURING COMPANY . 3007C MILLER AVENUE . DETROIT 1) MICHK 


— — — — 


This advertisement, in full color, appears during 1946, in: 


Better Homes & Gardens, March; Saturday Evening Post, April 20; American Home, May 
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e. The first THRUSH Indirect Water Heater is compact, easy to install, with removable 

* heads for convenient cleaning. Straight copper tubes stay clean longer. Ingenious 
з circulation arrangement assures rapid, efficient heat transfer. А better Indirect Water 
when you * Heater that operates at less cost than other automatic sources of hot water supply. 
hest bathro Include a No. 75 Thrush Water Relief Valve for safe pressure relief. For better home 


heating, install forced circulating Thrush Flow Control Systems. See your wholesaler 
today or write Dept.G.4. 


H. A. THRUSH A COMPANY PERU, INDIANA 


Gummer Minuta WOT Weiter hear 
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А customer asking for a single item of door 


hardware is a potential buyer of a Corbin 
"Door-in-One" Package. Display a panel of 
Packaged Door hardware and sell the hard- 
ware for a whole door instead of one item. 

"Door-in-One" matched sets are conven- 
iently packed as one unit and include. 
handle, knob, lock, knocker, letterbox slot, 
hinges . . all manufactured to Corbin stand- 
ards and assuring you and your customer the 
latest in style, durability, correctness, and 
security. 

Matched Corbin door sets are manufac- 
tured in a variety of designs to suit the tastes 


of the home owners in your community. Join 
the other successful hardware outlets who 
are stocking the Corbin line of Door: in- 
One" packaged hardware to meet the de- 
mand for matched sets of door hardware. 
Available for both front and back door 


CORBIN 
P. & F. Corbin 


Division American Hardware Corporation 
New Britain, Conn. 


Good Guildings Deserve Good Hardware 


American Builder, April 19 
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Cooperation with Government 


HEN Wilson Wyatt went to Washington to become Housing Expediter 
he was presented with the elements of a program worked out in advance 
of his arrival. Wyatt then called industry representatives for consulta- 

tion, but not one single suggestion made by them was included in the Veterans’ 

Emergency Housing Program submitted to President Truman on February 7. 

The program was based on data and conclusions supplied by government 

agencies and bureaus whose real objectives are not housing for veterans and 

others, but regimentation and socialization of the housing industry through 
allocations, continuation of price and profit controls and expansion of public 
housing activities. It was built essentially on three false claims. 

The first of these is that there is a great national housing emergency which 
can be relieved only by more legislation and tighter government control of 
the housing industry. The second is that OPA price formulas for building 
materials are holding building costs in line. The third is that shortages of 
building materials can be overcome only by subsidies to manufacturers to 
encourage more production. 

Examination of the facts concerning an alleged national housing emergency 
shows that there are acute local housing shortages in many communities, and 
a nationwide shortage of new, desirable housing without a nationwide shortage 


J | of total housing. The nationwide shortage of new, desirable housing results 
Join from a decine of home building during the depression which cancelled the 
who surplus of 1929, and the government restrictions placed on building during 

* the war, which, had there been no war, would have presented a satisfactory 
Mes situation by now. The acute local shortages have been caused by increased 
e de | incomes, large shifts of population to war industry centers and accelerated 
ware. family formations. There is nothing in the record of actual facts showing 

that there is а nationwide acute shortage demanding the hysterical and 
door | demoralizing action proposed by Wyatt. 


Examination of the facts concerning the effects of OPA price formulas on 
building costs shows quite the reverse of what OPA contends. The formulas 
have force lumber prices above what they would be with realistic ceilings 
or no ceilings at all; have halted production of many critical items; and have 
created black markets and inflated prices in others. 

The truth about subsidies for manufacturers was brought forcibly to 
М vatt's attention by the House when it acted on the Patman bill 

11 It is to be presumed from the manner in which Wyatt at the NAHB Con- 
vention again asked for cooperation from the industry to get home building 
started that he knew his program would not work. There was no cooperation 
the first time because Wyatt refused it and took the advice of social planners 
and OPA die-hards. The industry is ready and willing to cooperate, as it 

was from the start, but it will be able to cooperate only if Wyatt or any other 
government housing administrator realizes that industry has the only practical 
answer, and then acts accordingly 


FRITZ B. BURNS 
Master Planner, Master Builder 


At age of eight distributed cir- 
culars for Minneapolis real es 
tate concern on Saturday morn- 
ings. After serving in World War 
I and attending university, be- 
came sales manager. At ago о! 
21 opened branch office in Los 
Angeles. Developed pattern for 
selling lots, sold 36 subdivisions 
in as many months, became pres- 
ident of company. Has built sev- 
eral thousand houses in Los 
Angeles area selling for $3690 
te $4690 including two-car ga- 
rage and lot, many at down pay- 
ments of $190, monthly payments 
ef $35. Former president and 
president emeritus of NAHB. 
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many years 


both men t 


il 


115,000 Postwar Research House 


coordinated the « 
anufacturers in worki 


e use t inne ati 


JOSEPH H. SCHULTE 
director, Fritz B. Burns 
available for Research Division, 

well as for treatin vithin the hoi who visited manufac 
vere able to enclose spa " keq turers all over the 
tage of outdoor beauty. ' | , country to find and 
m the changing climate outsi | | 1110 select the latest in 
practical building ma 
terials and equip 
ment. and who then 
coordinated all fac 
ve rhar 28, and a harmonie us use o1 exteri tors to produce The 
wood and native stone for clothing the ex Burns Postwar House 


t only i place for warm weatlx 


irt of all the major rooms of the he 


style expresse 1 by horizontal lines creati 


- 


LOOKING at front corner with carport in foreground. Opening on far side of carport leads to courtyard with clothes-drying fac 


v 
A» 
4 


IEW from other front corner with boys’ room at left, living-dining room at center and kitchen at right. Note window treatment of front 


Horizontal lines 
achieved by artistic 


ise of flagstone and 


vall stone, exterior 
dwood plywood pan- 
$ and pronounced 
nadow lines of metal 
oof. Broad root over- 
wang acts as awning. 


=. 
3 


GREENHOUSE at rear corner: pergola, and Berry doors at right. Workshop behind 


and acts as a catch basi 
irainage trom part ot t 
sprinkler system, operat 
clock control. utilizes a 
prinkler head in wl 
re reces ed into the 

€ hey pul 


turned on 


Асс‹ Irom 


ectiol 


s 


LOOKING down at patio and patio garden. Note plea 
ing blend of grass area and paving. Broad overhang 
of roof and use of garden furniture provide both sut 
and shade at all times during the hours of daylight 


hop i 
1 nplete 
oft 1 pward- 

the space 


NEW TYPE of bright surface metal rooting 
with Celotex inaulation is used both parallel and perpen ats 
dicular to roof pitch. New type suction vents terminate below high point mit A Westing 
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house Precipitron collects dust and 
foreign particles trom the air by elec 
tronics. Since particles of pollen are 
ilso removed from the air it is in 
tended to conduct experiments on hay 
fever and asthma sufferers 

All ceilings are acoustically treated 
some with acoustical plaster, and 
some with Acousti-Celotex perforated 
tile. Sound-proot, warp-proof doors 
manutactured by the Mengel Com 
pany, some containing fiber-glass and 
some pertorated wood cores, sound 
insulate the rooms from each other 

One of the most striking features 
15 а new type 01 flu h liglitit P? whicl 
utilize he principle of the sealed 
beam headlights on wutomobiles. The 


\ 1 * 
new Westinghouse slimline fluore 


cent indirect lighting is used in the 
livin room con heht tubes In thi 
bookcase can be regulated to low 
mediu or br ht hà turning ial 
€ ontimuou trips of fuori ent 

‹ 1 ht are ci p! Cl 1 

kitche inet and dines | | 

Germ-killing sterile lamps are provie 

ed Lis kitchen and | throom In 
thie enhouse, and in thoodlight ut 

e] t new typi f bulb coi 


1 1 pectrinmil Cilt 11! the 


WITH HEARTH and background of flagstone and wall stone, barbeque is an attractive and completely equipped outdoor kitchen. Not 
refrigerator at left, and work top, cabinets, shelves and broiler. 


of switch, working on relays, permits vision receiver is built in at the гір! 


Barbeque has hot and cold running water and radio connections. 


PERGOLA 
door kit 


the use of bell wire to the switches side ot the fireplace . A Webster aut 

and eliminates conduit. A continuous matic record changer is connected n and 
electric outlet strip by Wiremould, in- the radio installation by relays, and "е 
stalled in the baseboards, permits can be operated through the remot ^ E 
plugging in of electrical appliances at control system. A home recorder N has 
my point in the room. The usual Radiotone permits the recording wing | 
lighting switch has been replaced by voices or radio programs. Ап int mad 


а 


lastic push plate containing a tiny communication system is provide 


bulb which glows at night tween the master bedroom, kitcl 


Every room has radio reception. barbeque, front door, service door 


Standard reception, F.M., phono- hobby shop 


'raph, or Muzak (music over tele- Bedroom walls are covered wit 

wires) can be dialed. All four  Koroseal, a rubberized plastic mater 
types of program can be received at similar to wall paper with designs ! 
the same time in various rooms, since pregnated into it. АП ordinar 


* 


1 


loud speaker has its own control colorations can be removed 


A1 R€ X projection type tele- d np sponge Storage walls W th se 


Among the foremost considerations in designing 
The Postwar House were adequate provisions for 
outdoor living. Barbeque is a complete and inde- 
pendent outdoor kitchen. Ample space and facilities 
are provided for gardening and hobbies. Sun and 
shade are available all day in patio and garden. 
Colored lights make patio part of house at night 


n. Note 


nections. MICI COLA above out 


door kitchen breaks 
sun's rays, and walls 
shade. Both 

and shade are 
available throughout 
àe day in all parts of 
о. Floor is col 

Wed cement, View is 
ooking from entrance 
master bedroom. 


y shop and greenhouse showing cutting table and 
rage. Hobby shop is completely equipped with work bench and tools. 


Q1 


Interior architecture 
and furnishings 
achieved the easy in- 
formality of modern liv- 
ing in a setting of con- 
temporary modern 
design. Good use was 
made of outdoor light. 
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tional drawers and compartmen 
especially designed to accommodate i 
types of wearing apparel, as well : 
space for luggage, are provided inst 
of closets. There is an eleven-fo 
wide mirrored dressing table in t 
master bedroom. In addition to ti 
intercommunication system there 15 
telephone and a master switch 9 
which the entire house, inside and ott 
side, can be lighted. The boys' room! 
designed for two boys about eight an 
eleven 1 
Wood and plastic were used to for 
ı packaged bathroom, which later m? 
be stamped out in metal. It is enam 
eled and polished to a high luster. Т? 
MASTER bedroom with mirror-top dressing table flanked by storage closets. tub is pear-shape, permitting he wit 
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GENERAL purpose room seen from kitchen hallway. Glass door rear leads to barbeque. 


opening through which cool dors of waste, including bones. A Kaiser 
ire drawn by a noisel fan place hydraulic dishwasher operates by hot 
the attic. А removable, washable fil water pressure Among the numerous 
collects the grease K te 1 in time- and labor-saving features of the 
are moulded fron 01 QM kitchen 1s a swinging shelf for the 
iso forms the continuou lí p electrical mixer. Rotating circular 
viding work space around most « shelves are used for pots and pans. А 
kitchen. The sink has a garb | new table-high, console-tvpe reíriger 
posal unit which electrica d ses ator was built by Servel, Inc. Instead 


be used tor the shower, which 
rtitioned off with a revolving tur 
door of Plexiglas. A hamper 
under the lavatory ^ full 
infra-red gas heater gives in 
taneous heat It heats the body 
than the air. A new type circu 
of mirror lights from the rea: 
direct fluorescent lamp and 
es the face. An electrical tooth 
vith individual heads for each 
of the family is attached to a 
rd. An electrical shaver is 
to a similar cord. In the ceil 


1 


| sun lamp and a hair-drying 

\ special compartment for dry 

es' hosiery is provided, there is 

À space for towels, and the 
leven-100 e cabinet is large enough to 
ble int alf-gallon bottle of rubbing 
ion to . [he toilet bowl, by Sloan 
there 15 ' Co., is silent-flush tankless, and 
switch ^ be flushed by leaning back. A 
le and ой айо and magazine rack are provided 
ys room! kitchen is а complete work 
t eight ag nerve center. Cabine:s have 
lastic roller type doors which 

ed to fort ind down. The range, special 
later mai cesicned by Western Stove Co., has 
ers arranged across the rear, 

work space in front. Under the 


et 


o 


V. 


NN, 


WAN 


irectly over the stove is an EMPHASIS is on comfort and livability in a homey corner of the specious living room. 
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LAUNDRY UNITS at left, vegetable 


Kitchen, bathroom 
and utility room all 
carefully engineered 
and fitted with the 
latest equipment and 
modern conveniences 


storage at center and deep freeze at right along front kitchen wall. 


d. A 


drawers pull out to permit 


and kitchen library is equipped witl 


D 


tt 8 tc 


11 the 
\\ II t à trozen tood 


Weber Shows 


inkler system 
LS¢ 


11 
vegetable сот 


laundri \ Dy ۷ € stinghous: 


ota laundromat w 


nd damp-dries ck thes : 


[ pt rate all S( und al 


ind Fixture ( 


ch wa 


Mong 
C Dit et 
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1 
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| light 
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itainer, and an all-electric 


1 à 1 
поцпѕеүуІте s desk 


1 


It consists 


1 
168 


auton 


rinses 
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Package receiver in wall let. 


an electric ironer 
Additional items are 
receiver which automatically 
board ; shining 
Free electric sewing 
ie installed on a swinging door 
om accommodates all 
materials and equipment 
he entry is separated from the liv- 
lining room by a structural trans 
glass partition in front of the 
ind a wardrobe at the left \ 
ilar miniature inside gard 
right of the door l'he mas 
utilizes the same 
15 the chimne 
tal wood and pl ist 
trom floor to ce iling 
Walls over tel 
the \\ ill 
ids with flu 
er fl Along 


sectional cl urs 


dryer and 
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] 
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Ironing shoe 


irtmenit ; 


Ç 1‹ NEI 


1 
ice 
in 
grill 
n 
er the 


Ww ill evision 


sist 
e 
1 

wing o Wers 
M il give 
nort 


рреагапсе OT a long davenj 


iuous concealed light runs 


heig 


à 1 
vall it sh 


11 
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HOUSEWIFE'S desk at left of door is ce 
munication and nerve center of entire hous 


\ 


wall lei ТСНЕМ has plastic roller type cabinet doors, swivel mounted food mixer, drawer type refrigerator under cabinets and sealed beam light 


Precipitron and heat control units in utility room. 
hroom with turret-type shower, magnifying mir 
ıair dryer and sun lamp recessed in ceiling. 
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TWO-STORY brick and siding house with attached garage, OMPACT 


Three Modern Houses sig 


Not only easy to live in, as shown 
on the plans, but easy to look at, 
in their well proportioned simplicity 


HE three houses designed by Jones & Dun- 

can, architects of Highland Park, Ill., repre- 

sent examples of the variety and excellence 
of design that can be obtained through the use 
of broad, simple and modern lines in their ap- 
plication to standard traditional types. 

The house at the top of the page has painted 
brick walls for the first floor, with wide cedar 
siding stained a light brown for all the walls 


THE PLAN at left. with windows shown at both 
ends, is an ideal arrangement for the narrow lot. 
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ve. Glass blocks on one of the walls of the 
гасе add a note of interest. 
e plan has many outstanding features, cir 
is good, laundry has been taken out of 
sement, stairs are within easy access of 
rts of the house. The living room is of 
size, off-center location of fireplace 
iting an intimate grouping ої turniture 
edrooms, bath and ample deck space com- 
the second floor. 
w are shown several designs adapted fo: 
the floor plans above; they contain the 
valent of four rooms, each design having a 
ngle bedroom 


Œ NEEDS of a small family are well cared for in the 
lu shown at right, with its choice of elevations below. 
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SECOND FLOOR 
PLAN 
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BROAD, horizontal lines are further emphasized by the low, sweeping roof and a large picture window. 


A Modern Adaptation of a French Farm House 


This house, designed by Philip Maher, 
Chicago architect, has the freedom 
of contemporary planning, and still 
retains the classic balance that is remi- 
niscent of best of old world atmosphere 


А GRACEFUL [fireplace mantel adds character to the living room 


HE cl 
variat 


wd COI 


iracteristic the French farm house wi 


ms to adapt the style to modern material 


ditio We used by Philip B Mahet Chr 
tect lesigning this comfortable house fi 
11. The builder was Frank] 
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Joint project by the Washing- 

ton State Chapter А.І. A. and 

the Seattle Master Builders 

Association makes good plans 

for small homes available 
at low cost to builders 


W, STODDARD, architect, and F. В. McABEE, builder, chairmen of Bureau committees. 


ште Competition Introduces 
New Bureau for Small House Plans 


N IMPORTANT MOVE to help 

house-hungry G.I.’s and other 

prospective home builders throughout 

the state of Washington was made on 

Jan. 31 when the Small House Plans 

Bureau, a joint project of the Wash 

ington State Chapter of A.I.A. and 

the Seattle Master Builders Assn., 

was formally introduced to the build 

ing public. At a big dinner-meeting 

| at the Seattle Chamber of Commerce 

—— * the operation and services of this new 

pe — | zureau were explained, the small 

pe — DIO | ^ house designs available through it 

Bae WITH STUDYS were displayed, and the prize-winners 
ESCON A SOLON N XT were announced. 


имне 5 DINING 1d’. 25" | — ۴ (Continued to next page) 
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PAUL H. KIRK, architect, creator of 
prize-winning house design, to leil 

— — which is now offered as a Bureau plan. 
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Гре Small House Plans Bureau, it 
was stated, is to be permanently locat 
ed at the Master Builders’ Home Ex 
hibit at 1930 Sixth Ave, Seattle 
There the good small home designs 
contributed by the co-operating archi- 
tects are on display with competent 
personnel in attendance to explain 
them and to advise with prospective 
home seekers. 

The public is invited and urged to 
come in, examine these home designs 
and get started on the road to home 
ownership. 

Blueprinted working plans (6 sets ) 
typewritten specifications and com- 
plete building material lists for each 
of the home designs in the Bureau 
collection will be sold at the low price 
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JOHN Т. JACOBSEN, 
architect, whose design 
for a small house, 
shown below. was 
awarded First Prize in 
the Bureau Competition. 
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of $50. This fee does not include s 
pervision by the architect nor pli 
changes, if any are desired. The ind 
vidual architect members of the Was 
ington Chapter, however, as well 

the contractor and builder members: 
the Master Builders Assn., are gl 


to consult with any prospective По н we 
builder who has in mind a project ou 
side the scope of this small hor 
service. 

The start-off of the Bureau c 
tion of homes (for which low Moute 


plans are available) is a group of 1 

teen designs bv leading Seattle arci 
tects, submitted for this express ри то 
pose in a competition sponsored by tens 
Seattle Trust & Savings Bank, whit 


put up $1000 in prize money —$500 то 
go as the First Prize, $300 5есо си 
Prize and $200 Third Prize. The shi 
prize-winners are illustrated on ta 1 


pages, along with several other inte 
esting and typical designs from 
competition. 

Additional home plans are t 
brought into the Bureau collectio! 
this movement gathers headway, 
branch offices will be set up in 
parts of the state the better to sé 
the local G. Is and other prospect" 


FLOOR PLAN er 


443 90.97. 
so' toT 


Joan T. Jacobsen 
вьатстатта ст 


TYPICAL big-value small home o! the Pac 
Northwest; five rooms with plenty of outer 
and good circulation. Entrance door 9 
grade level; inside steps lead up do 
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tive THS western design offers comſortable living and plenty of modern view-windows. It was awarded Third Prize in the Bureau Competition 
royect 
mall hor — 9 a 
ise builders. Architects from t 
е; e other cities are expected to coi ~ є 
\ te designs and take an activ a 
ap of 1 this Bureau work E" v ‚ 
utle ar tive in the formation oí this new @ 
press pug" sram to make good architectural = 
red by available at low cost to small L2 4 
ink, М uilders have been George Wel 
$5001 ton Stoddard, prominent Seattle 
0 Secon: t and now president of the 
e. 1 shington State Chapter of the 
d on th V, and F. R. McAbee, immediate 
ther ше president of the Seattle Master 
m t rs. They were chairmen of the 
mittees having this Bureau proj 
are t arge 
ection à ese professional men want to set 
wa il homes built quickly in the 
p ir t Washington to relievé the 
т to ser ousing shortage and to give 
rospect returning G.I.’s and other home 
e much needed good small 
hey believe that these small | 
и the Pod n be and should be expertly м^} М 
y of ош el and well built, so as to be a 
door 5 N their neighborhood and a 
ip to lasting investment for their C. A. LAWRENCE. architect. and T. E. DUNSTON, designer. created small home above. 


98 American Builder, April 1948). 
America 
owners. They know that experienced designing 
and competent plans speed up home construction, 
prevent costly errors and assure future satisfac 
tion. So they are offering the Bureau service 
plans as their contribution to the guidance and 
help of those who can and should build now. 

Check over the floor plans and the exterior de 
signs illustrated on these pages and note the clev- 
er way all the space has been used for living con 
venience ; also note the individuality and style of 
these houses. They are strictly in today's trend 
and price range. 

These designs will look equally well built in 
any portion of the country. Exterior materials 
may be varied as to locality and availability 
Backed by sound planning such as this, any vet 
erans' home building project will profit both 
wilder and veteran. 


" а à TYPICAL DESIGNS contributed by Washington State archit 
to the Small House Plans Bureau. Above, three-bedroom ho 
by Architect Harry K. Wolfe; and left, five-room design b 
Architects Charles A. Lawrence and Thomas E. Dunston, 
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LEFT, story and d 
half house by 
as. Grainger 
Thomas, Edward 
Baar, Associc!* 
This received 
Honorable Mest 
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hi BUILT HOME of Mr. and Mrs. William R. Boston in which there remains no trace of the clapboard-and-tarpaper cottage. Sun porch 
oc t foreground and utility room at rear are additions to original floor area. At upper right is old summer cottage before work started. 
| design ! 
Dunston, 


lcd Cottage Becomes 
Veteran’s Castle 


Builder helps veteran and wife obtain 
a home through skillful rebuilding job 


HEN Mr. and Mrs. William R. Boston tell their 
friends that their compact little home is actually 
32 years old, no one believes them. And there is 
little wonder. 
Situated in a wooded ravine along Lake Erie i: 
Rocky River, a suburb of Cleveland, the Boston home 
looks as though it was built yesterday 
months ago it was a weather-beaten sun 
neglected and uninhabitable 
l he transformation is a dream come true for a young 
tory and 4 | \\ r veter in and his wife and one of the neatest re- 
building jobs ever tackled, tailor-made to suit its new 


ase by 

rainger E т 

„ Edward Ш. Less than a year ago, while her husband was in the 
Associate Army overseas, Mrs. Boston began looking for property 
eceived © on which to build their postwar home. The search led 
ble Мевб GLASS BLOCK borrows light from dining room to brighten › John P. Cavano, who operates the Cavano Construe 


all: the long passageway gets daylight through this panel on mpany m Cleveland 
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TWO bedrooms and the utility room face south. Glass block in master bedroom bay gives floor-level lighting. 


BATHROOM in Boston home is semi-departmentalized. Opposite 
the stall shower at right is wash basin and built-in dressing table. 
Across from toilet alcove, enclosed with glass block, is bathtub. 


Mr. Cavano had the answer. He had just purchased 
for development a 315-acre parcel of lake frontage on 
which three old cottages stood. Built before World War 
І and unused for vears, the cottages were nevertheless 
basically sound. 

The contractor and Mrs. Boston worked out a floor 
plan that would perfectly suit the soldier and his wife 
Only a week before Sgt. Boston was discharged, the 
rebuilding was begun. Where the clapboard cottage with 
tarpaper roof had stood there is now a gleaming, white 
painted brick home of seven rooms on one floor. 

In performing an operation on the old cottage, M: 
Cavano made surprisingly few changes in its original 
outlines. Only an enclosed activities room (or su 
porch), overlooking the lake, and a rear utilities roo! 
were added to the cottage area. Much of the old lumber 
was salvaged. 

On the exterior a brick veneer and asphalt shing 
roof were installed. In every room large casement wm 
dows were substituted for the few small-pane sash th 
cottage had before. 

One of the most striking features of the interior 
the lighting arrangement. Fluorescent fixtures. í 
cealed by a cornice in the living room, give a soft dar 
light effect at night. By day, everv room is floode 
with daylight 

To achieve adequate daylighting, the builder hea 
made skillful use of glass block. Separating the living 
room and the activities room is an 8x11-foot glass bloc 
panel which makes up the entire wall. Inset at one e 
are French doors. Р 

Besides filtering daylight through from the sun por 
which has window areas facing north, east and wes 
the living room panel has another function. It insulate 
the living room from the chilling effect of large windo” 
areas, and will help keep the heating bills down. 
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purchased Door treatment in the living room is completely 
mtage omodern. Entrances to Mr. Boston’s den, opposite the 
orld Warfativities porch, to the dining room and to the hall have 
vertheles#ispace-saving sliding doors. 

In the dining room, which has bay windows on the west 


it a floorfclevation, Mr. Cavano made another clever use of glass 
his wif k to spread daylight. Like the living room panel. 
грей, thiis installation forms a complete wall, 10x8 feet, and 
tage wti parates the dining room from а hall which connects 
ig, white @ativities and sleeping quarters. Thus the interior pas- 
эт. geway is brightened with daylight borrowed from the 


tage, Mr fllióning room. 

s original The bathroom, containing a stall shower and built-in 
(or suliressing table, is partially departmentalized. It features 

ties room’ separate toilet alcove which is enclosed by the shower 

Id Тате partition, the wall and a glass block panel which is 


nsiucent. 
It shing nvenient to the bathroom are the home's two bed 
nent wit ms. The master chamber, a luxurious 14 x 11 foot 


sash thom, has a large built-in wardrobe closet with sliding 
Mors. Two casements facing the east and a bay on 


nterior "Me south elevation provide daylight and cross ventila- 
ires, cn. In the lower part of the bay is a small panel of 
soft da Mcrass block which gives floor-level lighting to banish 
s flooded ark corners in the room. The second bedroom, measur 


12 feet, has exposures to the south and west 
E. shape kitchen, which Mrs. Boston planned 
the living is modernly functional. Everything is within 
lass block ach, cupboard space is plentiful. Adjoining 
t one €n the utility room which also serves as the laundry. 
: tams the gas-fired air-conditioning unit which 
iun por M ‘tats and ventilates the house. In one corner are a toilet 
and wen ind a shower in which the Bostons can clean up after 
insulates "p in the lake from their private beach. 
е window т. Cavano has completed work on the other two 
1. he purchased with the lake-front plot. Each 


ilder has 


lat v 
1o 
pe 


AN 8 x 11-foot panel of glass block forms insulating partition between living room and window-lined activities room. 


rebuilding job has cost around $10,000. That's about 
$3,000 less than completely new construction, according 
to the contractor. The results are three modern homes 
that were rough summer cottages. 

With all the hue and cry now being raised to provide 
"homes for veterans" there is a moral in this story about 
ex-Sgt. and Mrs. Boston working with resourceful build- 
er Cavano to transform the “Old Cottage" into their 
"Veteran's Castle." It is that there are thousands and 
thousands of opportunities to be found to convert unused 
or presently uninhabitable structures into attractive, com- 
fortable permanent homes with the use of a minimum 
amount of scarce materials and at minimum cost. 
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(SUNKEN) 


FLOOR plan is compact and functionally arranged, with a large 
open living area. Space-saving sliding doors permit easy trans- 
formation of this open plan inte several closed units for privacy. 


Charm, Comfort 


and Spaciousness 


Combined in One 


HE HOUSE shown here conveys 

a feeling of warmth and friendship 
that seems to reach out toward one 
Designed by E. L. Baker of Lima, 
Ohio, for the owner, Harold S 
Leedy, it is geared to its site while 
blemding into a neighborhood char- 
acterized by distinctively «designed 
homes. The unusually well done ex- 
terior attractively combines red brick, 
white siding, oak timber work and oak 
vertical siding. It is completed by the 
irregular butt, tile red asbestos cement 
roof 

The floor plan encompasses all that 
is needed for gracious living—a large, 
well-lighted living room opening onto 
a comfortable-sized porch. The di 
nette in the “L” is readily accessibli 
to the kitchen on the front, madi 
bright by the three windows in the 
bay. Two bedrooms, well isolated for 
privacy and quiet, and the two-car 
garage at the opposite end complete 
this comfortable layout. 


102 


SHOWN at the right are the dinette and 
partial living room details. Buff painted 
walls with ivory painted ceilings are set 
off by the wormy chestnut paneled mantel. 
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CARL ASBAHR (left) and EDWIN SANDBERG at the company office. 


WORK STARTED 
on 500 G.I. Homes 


Portland (Ore.) builders launch big 
project; houses to sell at $5700 


i о а the obstacles and push 
ahead with home building for 
G.I.’s” is the working slogan of 
three of the leading operative home 
builders in the Portland, Ore., 
| ; area—Edwin Sandberg, last vear's 
k — r | i ! v AATA 3 president of the Portland Home 
nen — à m а F Builders’ Assn, and two of the 
SSS حت ےک‎ - ^ well known Asbahr brothers, Carl 
па Ted. They have formed the 
Sandberg-Asbahr Company and late 
in January started on a 500-house 
project on the eastern city limits of 
the city, oc upying about 70 ac res oí 
level fertile soil from Stark Street to 
Hawthorne and from S. E. 84th to 
96th. 
Subdivision lots are 50 x 105 feet. 
HH priorities have been secured and 
CONSTRUCTION gets under way on first group of G. homes. a ceiling price of $5900 has been 
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THESE four rooms with attached garage offer veterans efficiency at low cost. 


BUILDING PROGRESS is rapid on Sandberg-Asbahr project due to many labor. and time-saving methods. 
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placed on the homes. However, the 
actual sales price is expected to be 
about $200 less, this figure to include 
gas-burning furnace, 30-gallon hot 
water heater and complete bathroom 
equipment, but not kitchen range nor 
refrigerator. | 

These are two-bedroom houses 
with attached garage and utility 
room, but without basement. Dining 
space is provided in the kitchen ; liv 
ing rooms are of good size. 

The construction is “double” wit! 


compet 
labbe 
vetera 


cedar siding over wood sheathing. @ want i 
rough floors with oak finish flooring $ day's 
in living room and bedrooms, an 
linoleum in kitchen, dinette and bath. 

АП windows are equipped wit! 
Venetian blinds. All interiors аге 
finished with lath and plaster. 

Three basic floor plans are used @ LARGE 
for these houses, the designing being @ wih ar 
done by the architectural department ~y і 

с loun 


of the Sandberg-Asbahr Co. Six dif 
ferent exteriors are used—a gable 
roof treatment and a hip roof design 
for each of the plans. 

Commenting on this housing pro! - 
ect, Ed Sandberg said that he and 
his partners believe that they ca! 
"show up" both the prefabs and the 
public housers in this present G.I C 
housing emergency by jumping right 
in with a sizable program of smal 
homes built in the regular operative 
builder way, with power saws fo 
cutting to length in the framing sho] 
right on the job, a plumbing as- 
sembly shop, and houses built її 
groups so that the workmen are or 
vanized into efficient teams to handl 
the work, one gang for foundations 
another for rough framing, anothe 
for interior finish, etc. 

When inspected by American Build- 
er, about twenty houses were under 
way and well advanced. Others are t? 
be started at once 
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TED ASBAHB on the job. 
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fred Volk, Ohio builder, 
has created a home of com- 
fort and charm in har- 
mony with its surroundings 


EVERAL years ago, when Fred 
Volk bought an attractive two- 
J acre plot in Olmsted Falls, Ohio, 
t far from Cleveland, he was de- 
mined to build on it the home he 
anted, and one which would fit the 
rain as though it were naturally 
art of it. How well he has suc- 
eded, with the aid of Mrs. Volk, an 
rtist in her own right, and Arthur wx 
her, architect, is apparent here. ^ LE n d Oe a A 
The land itself is a wooded hol- 
w, thickly carpeted with moss and 
unded on one side by a stream 
ming through a deep ravine. In 
his dell, Volk, who has built many 
puses for others in the Cleveland 
rea, has created a home for himself 
hat, for sheer natural blending with 
ts locale and for arresting beauty 
nd practical livability, would be 
lificult to improve upon. 
We weren't restricted as to room 
es because of lot limitations,” 
k 1, "and each of our five fin 
| rooms downstairs and two fu 
е rooms upstairs is larger than 
е in the average city home. But 
e plans will testify and the com 
ted building will bear out, every 
are foot in the house is used and 
| in. Interior and exterior fin- 
s were chosen to combine natural 
ty with utility, plus the rugged 
ility so necessary for a home 
small children may play in 
"medom. We have no enameled 
Continued to page 170) 


WOOD-PANELED walls in living room frame large picture window. 


` River, Qi 


RuMPus ROOM 
24-6" X11-0" 


LIVING Room 
21-6" Х 15-2" 


HEATER RM. 
15-0"X 14.0" 


LAUNDRY 
21-0*X 24-0" 


KITCHEN DININGRM 
O-O°X15-O'g 11-0^ x12" 5" 


BASEMENT PLAN | FIRST FLOOR PLAN . SECOND FLOOR PLAN 
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BEHIND a rustic exterior is this modern plan of five rooms on the first floor. and two bedrooms on the second floor. 
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PROPOSED MODERNIZATION of west side of Story street between 7th Street and 8th Street, 


Boone, Iowa, Pla 


Chamber of Commerce of America's 
Typical Midwest City” assumes commu- 
nity leadership in face-lifting project 


kev 


dub ыа : 
£r9romms wae 


E 


6607 EEP America’s Main Streets in Step with To 
morrow's Homes," the editorial theme oí the " 
American Builder, November, 1945, issue, has 

taken definite form in the thriving county seat city oí 

Boone, Iowa. Under the sponsorship of the Boone B 

WEST SIDE of Story Street between 7th Street and 8th Street. Chamber of Commerce, and in cooperation with The fM cit 

4 Boone News-Republican, civic organizations and lead 

ing citizens, extensive plans have been made and pre Чч 

liminary work initiated to modernize “Main” street oi 

a community or group rather than an individual basis 

Pictorially shown on these pages is Story street 

Boone’s main street—which, it is contemplated, will 

have its “face lifted.” Five months of research and 

study by Architect Reuben S. Lantz resulted in the 

proposed plan for modernizing both sides of the tw t 

principal business blocks in the city Story Street be l 

tween 7th and 9th Streets. The oldest buildings reveal 

architectural design prevailing in the 1870's and 1880's 

and it is probable that a number of them were built 

from sixty to seventy-five years ago when this impor 

tant Hawkeye center of nearly 15,000 population was à 

crossroads village. The others date from that time ot 

to the period oí the first World War. 

"The Boone Chamber oí Commerce sponsors this 
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PROPOSED MODERNIZATION of east side of Story Street between 7th and 8th Street. 


ап ем Main Street 


s 
ц- ernization project enthusiastically and seeks to 
ct t the íriendly and joint cooperation of building 
ers, store operators and the community in general 
et behind this movement," said Bertram Р. Holst, 
ber past president, in discussing the remodeling 
і 1 ram started during his tenure. “From the selfish 
d thi standpoint it behooves the owners of the properties 
„ Nas are obsolete and old stvle to modernize their 
ity ol ngs and keep them up to date in order to maintain 
oon }2 ne > - rece ` 7 TIU 
22 ucc M un 
^ - 
lead ing of the business district to some other center, 
| pre e the property owners of the original business 
et 01 t have failed to keep up with the times in mod 
basis ng their buildings. In such cities new buildings 
reet been put up in other locations and the center of 
„ will iess has moved away from the old area to some 
а rea. This leaves the old business district а back 
n the er with patronage declining, rents declining. and 
P tu the investment value of the owners definitely moving 
et be vnward,” he concluded. 
A imber of Commerce president for 1946, l. | 
8808 e, under whose guidance the program will be 
built ded, explained further. He said, "The trans 
— uon of the facades from street to roof can be 
6 ae nder three plans. One plan is to use a large part 
1e 0 


existing materials as a base. Under this plan 
Continued to page 174) 
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PROPOSED MODERNIZATION of west side of Story Street between 8th Street and Sth Street. 
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Veterans’ Housing Program Order | 


Building Again Regimented 


General Restrictions on Construction and Repairs: 


HE Veterans’ Emergency Housing Pro- 

gram, set forth February 7, 1946, by the 
Housing Expediter in his report to the Pres- 
ident, calls ior the construction of an un- 
precedented number oí moderate and low- 
cost housing accommodations to meet the 
needs of returning veterans. The Housing 
Expediter has therefore issued the following 
order : 


Section 4700. 1— Veterans! Housing Pro- 
gram Order 1. (a) What this order does. 
In order to carry out the Veterans’ Emer- 
gency Housing Program, this order for- 
bids the beginning of construction and 
repair work on buildings and certain other 
structures without specific authorization 
under paragraph (h) of the order, with the 
exception of certain small jobs and other 
work covered by paragraphs (d), (e) and 
(f). The restrictions of the order apply 
whether or not the materials needed are 
on hand or are available without priorities 
assistance. 


(b) Structures and work covered by this 
order. (1) Kinds of structures. The re- 
strictions of this order apply to certain 
kinds of work on structures. As used in 
the order, "structure" means any building, 
arena, stadium, grandstand, pier, moving 
picture set or billboard, whether of a 
permanent or temporary nature (however, 
the erection of stands or other structures 
which have been used before and are being 
erected only for a temporary purpose and 
are to be taken down after the temporary 
purpose is served is not covered by the 
order). The term "structure" does not in- 
clude roads, strects, sidewalks, railroad or 
street or interurban or plant railway tracks 
or operating facilities (other than build- 
ings), fences, silos, trailers (except when 
demounted and installed on a foundation), 
bridges, tunnels, subways, pipe lines, utility 
facilities (except buildings) providing for 
electric, gas, sewerage, water, central steam 
heating or telephone or telegraph communi 
cation services including power or utility 
lines and sewers, surface or underground 
mines, wells, dams, canals or drainage or 
irrigation ditches. The term “structure” 
also does not include anything that is not 
attached to the land or to a structure as 
defined above, or any kind of equipment 
installed outside of and not attached to a 
building or other structure. 


(2) Kinds of work. The restrictions of 
this order apply to constructing, repairing, 
making additions or alterations (including 
alterations incidental to installing any kind 
of equipment), improving or converting 
structures, or installing or relocating fix- 
tures or mechanical equipment in structures. 
These terms include any kind of work on 
a structure which involves the putting up 
or putting together of processed materials, 
products, fixtures or mechanical equipment, 


if the processed materials, products, fixtures 
or mechanical equipment are attached to the 
land, or are attached to a structure and used 
as a functional part of the structure, or are 
attached so firmly to the land or structure 
that removal would injure the material, 
product, fixture or mechanical equipment 
or the structure. The laying of asphalt or 
other tile or linoleum cemented or other- 
wise attached to the structure is covered by 
the order. However, repainting, repapering, 
and sanding floors, and greasing, overhaul- 
ing, repairing or installing repair or re- 
placement parts in existing mechanical 
equipment in all types of structures, where 
no change in the structure is made, are not 
covered by the order. 


(3) Fixtures and mechanical equipment, 
The term "fixture" means any article at- 
tached to a building or structure and used 
as a part of the building or structure. The 
term "mechanical equipment" means any 
equipment which is used to operate a build- 
ing or other structure. The following items 
are included within the phrase "fixtures 
and mechanical equipment" ií they are at- 
tached to the building or structure in any 
oí the ways indicated later in this para- 
graph: plumbing, heating, ventilating and 
lighting equipment, panelling, bookcases, 
bars, soda fountains, show cases, booths, 
wood or metal partitions, counters, and the 
like. These articles are considered to be 
attached to a building or structure if they 
are attached by nails or screws to the build- 
ing, if they are connected to the plumbing 
or other piping system of the building, if 
they are connected to the lighting system 
of the building (except by connection to 
an existing outlet), or if a base or founda- 
tion is built for the item, or if the item is 
cemented to the building or structure. The 
phrase “fixtures and mechanical equipment” 
does not include the following: machine 
tools, blast furnaces, conveyors, elevators, 
process piping, control or testing equip- 
ment used for industrial or utility purposes 
or in a laboratory, power generating or 
transmitting equipment, such as boilers, 
generators, transformers, and the like (how- 
ever, where the purpose of boilers, trans- 
formers and similar equipment is primarily 
to provide electricity or steam for lighting 
or heating the building in which they are 
installed, they would be mechanical equip- 
ment), medical equipment in a hospital, 
washing machines, or dryers in a commer- 
cial laundry, compressors or cooling equip- 
ment in a cold storage warehouse or frozen 
food locker plant, gasoline pumps and hy- 
draulic lifts in a garage or service station, 
and stoves, refrigerators (other than re- 
frigerators constructed as an integral part 
of a building), food-warming equipment 
and dish-washing equipment in a restaurant. 


(c) Prohibited construction. (1) No per- 
son shall begin to construct, to repair, to 


make additions or alterations to, to improv 
to convert Írom one purpose to another, or 
to install or to relocate fixtures or mechan 
ical equipment in, any structure, public o 
private, in the forty-eight states and District 
of Columbia, Puerto Rico or the Virgin 
Islands, except to the extent permitted ш. 
der paragraphs (d), (e) and (f), or whe 
and to the extent specifically authorize 
under paragraph (h). No person shall carr; 
on or participate in any construction, re 
pair work, addition, improvement, con 
version, alteration, installation or relocation 
of fixtures or mechanical equipment pro 
hibited by this order. The prohibitions oí 
this paragraph apply to a person who does 
his own construction work, to a person wh 
gets a contractor to do the work, to cor 
tractors, sub-contractors, architects and en 
gineers working on a job which is bein 
carried on in violation oí this order or get 
ting others to work on it or to suppl 
materials for it. 

(2) This order forbids the beginning 
of certain kinds oí work. To "begin" work 
оп a structure means to incorporate into: 
structure on the site materials which ar 
to be an integral part of the structure i 
question. Demolition, excavation and sim 
ilar site preparation do not constitute b- 
ginning construction. The order does 10 
apply to work which was begun befor 
March 26, 1946, and which was being car- 
ried on on that date and which is carne 
on normally after that date. However, tli 
rule only applies to the particular building 
or other structure begun before Marc 
26, 1946. It does not apply to any other 
building or structure which had not И! 
been begun by that date even though tx 
two are closely related. 


(d) Exemption for small jobs. (1) Ths 
order does not restrict a construction, repair 
alteration or installation job, the cost 0 
which does not exceed the allowance give 
below for the particular kind of structure 
involved : 

(i) $400 for a house or other structure 
(such as a garage) on residential propere 
designed for occupancy by five families 0 
less. This allowance also applies to farm 
houses and other housing accommodation 
on farms, except bunkhouses and other at 
commodations for transitory farm laborers 

(ii) $1,000 for a hotel, resort, apartmen 
house, or other residential building designe 
for occupancy by more than five families. 

(iii) $1,000 for a building used priman: 
for one or more commercial or servi 
establishments such as offices, banks, store 
laundries, garages, restaurants, night clu» 
theaters, repair shops, warehouses, froze 
food locker plants and radio stations. 

(iv) $1.000 for a farm, excluding ta" 
houses which are covered by paragra” 
(d) (1) (i) above. A farm means a p" 
used primarily for raising crops, livesto 
dairy products or poultry for the market 
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(v) $1,000 for a church, hospital, school, 
college or a publicly owned building used 
jor public purposes, or for an orphanage or 
other building used exclusively for char- 
itable purposes. 

(vi) $15,000 for a factory, plant or other 
industrial structure which is used ior the 
manuiacturing, processing, or assembling 
oi any goods or materials, for a logging 
iid lumber camp, for a pier (other than a 
ier designed for amusement, entertainment 
r other commercial purposes), for a struc- 
ше used for or in connection with a rail- 
road or street railway or a commercial air- 
port, for a bus terminal, for a truck terminal 
operated by a common or contract carrier 
py truck, or for a research laboratory or 
plot plant or for a motion picture set. 
This allowance is applicable to structures 
used for oil, gas or petroleum producing, 
reining, or distributing (except service 
stations and garages which are covered by 
paragraphs (d) (1) (iii) above). It is also 
applicable to utility structures (public or 
private) providing for electric, gas, sewer- 
age, water, central steam heating, or tele- 
phone or telegraph communication services. 

(vii) $200 for a structure covered by 
this order which does not fall within one 
of the classes listed above. 

(2) For the purpose of determining 
whether a particular job is exempted from 
this order by paragraph (d), the “cost” 
of a job means the cost of the entire con- 
struction job as estimated at the time of 
beginning construction. This includes cost 
of paid labor engaged in the construction 
work, regardless of who pays for it, the 
cost or value of new fixtures, mechanical 
equipment and materials incorporated in 
the structure, whether or not obtained with- 
out paying for them, and the amount paid 
for contractors’ fees. It does not include 
the cost or value of previously used fixtures, 
mechanical equipment and materials, the 
value of unpaid labor, or the cost or value of 
machinery and equipment (other than me- 
chanical equipment) or the cost of labor 
engaged in assembling and installing the 
machinery and equipment. 

(3) For the purpose of this exemption, 
а related series of operations which аге 
Wriormed at or about the same time or as 
part of a single plan or program constitute 
asingle job. No job which would ordinarily 
te done as a single piece of work may be 
sub-divided for the purpose of coming with- 
in this exemption. When a building or 
part of a building is converted from one 
purpose to another, all work incidental to 
and done in connection with the conversion 
must be counted as one job. So also if a 

ıilding is being renovated, improved or 
modernized over an extended period, all 
work dune in connection with the modern- 

zation (other than work done before March 

“6, 1946) must be considered as part of one 
job, even though separate contracts are let 
‘or the different parts of the work. The 
definition of a job given in this paragraph 
may not be used in determining whether 
construction has started prior to the issu- 
ance of the order under paragraph (c) (2). 

(4) If a structure is used for more than 

пе purpose and might therefore fall within 
more than one of the classes indicated, the 
we to which the greatest part of the struc- 

"ré will be put (computed on the basis of 
- floor area where applicable) determines 

пе allowance. If a structure is being con- 

"Пед from one purpose to another, the al- 
vance applicable to the structure after 
e Conversion is the maximum allowance 
, the conversion. The allowances given 

T Jobs om a structure apply to all sub- 

„mate or related structures situated near 

t used in connection with the structure. 


fe) Exemption for repair and mainte- 
ance work in industrial utility and trans- 


portation buildings and structures. The 
prohibitions oí this order do not apply to 
maintenance and repair work in structures 
covered by paragraph (d) (1) (vi) of this 
order. For the purpose oí the exemption 
given by this paragraph, “maintenance” 
means the minimum upkeep necessary to 
keep a structure in sound working condition 
and “repair” means the restoration ot a 
structure to sound working condition when 
the structure has been rendered unsafe or 
unfit for service by wear and tear, damage, 
failure oí parts, or the like. However, 
neither maintenance nor repair includes the 
improvement oi any structure by replacing 
material which is still usable with material 
oi a better kind, quality or design. No 
maintenauce or repair work which is cap- 
italized by the person doing the maintenance 
or repair work may be periormed under 
this exemption. Alterations to a building or 
other structure covcred by paragraph (d) 
(1) (vi), including alterations incidental 
to installation ot equipment, are not exempt- 
ed by this paragraph, even though they are 
not capitalized, and may only be done when 
and to the extent permitted under paragraph 
(d) or when specitically authorized. 


(f) Other exemptions. (1) Disasters. (i) 
The prohibitions oí this order do not apply 
to the minimum work necessary to prevent 
more damage to a building or structure (or 
its contents) which has been damaged by 
flood, fire, tornado, or similar disaster. 
This does not include the restoration of 
the structure to its former condition, 

(ii) The prohibitions of this order do not 
apply to the repair, rebuilding or recon- 
struction of any house (including a farm- 
house) or any farm building which was 
destroyed or damaged by fire, tlood, tornado 
or similar disaster, if the total cost of the 
repairs, rebuilding or reconstruction does 
not exceed $6,000 and if the reconstruction 
is started within sixty days of the occur- 
rence of the disaster. 


(2) Military construction. The prohibi- 
tions of this order do not apply to work by 
or for the account of the U. S. Army or 
Navy. 


(3) Veterans’ Administration. ‘The pro- 
hibitions of this order do not apply to work 
on construction projects of the Veterans’ 
Administration, including projects being 
built by the Corps of Engineers for the 
Veterans’ Administration, or to the re- 
modelling of a building or any part of a 
building which has been leased to the Vet- 
erans’ Administration or to Public Build- 
ings Administration for occupancy or use 
by the Veterans’ Administration. 


(g) Prohibited deliveries. No person 
shall accept an order for, sell, deliver or 
cause to be delivered materials which he 
knows or has reason to believe will be 
used in work prohibited by this order. 


(h) Authorizations. Persons who wish 
to begin work which is prohibited by this 
order may apply for authorization. If the 
application covers housing accommodations 
under Priorities Regulation 33 (includ- 
ing farm dwellings), it should be made on 
Form CPA 4386. Applications for non- 
farm housing accommodations should be 
filed with the local office of the Federal 
Housing Administration. Applications cov- 
ering housing accommodations on a farm 
should be filed with the appropriate County 
Agricultural Conservation Committee. The 
assignment of ratings for or approval of 
housing accommodations under Priorities 
Regulation 33, whether before or after the 
issuance of this order, constitutes an author- 
ization under this order to do the work for 
which priority assistance or approval was 
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given under that regulation. If the applica- 
tion covers work on a tarm (other than 
farm dwellings), the application should be 
made on Form CPA 4423 and should be 
filed with the appropriate County Agricul- 
tural Conservation Committee. Ii work on 
any other kind of structure is involved, the 
application should be filed on Form CPA 
4423 with the appropriate Construction 
Field Office of the Civilian Production Ad- 
ministration. Applicauons will be reviewed 
to see whether and how much the proposed 
construction would interfere with the Vet- 
erans’ Emergency Housing Program. In 
addition, the essentiality of the proposed 
work in relation to the Veterans’ Emer- 
gency Housing Program, to the elimination 
of a bottleneck to the reconversion of the 
national economy from a wartime to a peace- 
time basis, to the public health and safety 
of the community, or to eliminate an un- 
usual and extreme hardship will be taken 
into consideration. in determining whether 
the application should be approved. In 
case ot emergency, a request tor authoriza- 
tion may be made by telegram to the 
appropriate Civilian Production Adminis- 
tration Construction Field Office. The 
telegram should state the nature of the 
emergency (fire, flood, etc.), the use to 
which the building will be put, the type of 
construction, the estimated cost of construc- 
tion and the reasons why immediate recon- 
struction is necessary. 


(i) Construction under authorizations. 
When a person is specifically authorized, 
either by approval of Form CPA 4423 or 
Form CPA 4386 or otherwise, to do work 
restricted by this order, he must observe 
the restrictions imposed on him by the 
authorization, and їп doing the authorized 
work, he must not do any work of the kinds 
covered by the order unless it is specifically 
covered by the authorization. lle may not, 
in connection with a job which has been 
specifically authorized, do additional work 
under the exemption given by paragraph 
(d). When an application on Form CPA 
4423 has been approved a placard will be 
sent to the applicant stating that the con- 
struction has been approved under this 
order. The applicant must place in the 
placard the project serial number and must 
set up the placard in front of the project 
site in a conspicuous location within five 
days after construction has been started 
and he must keep the placard there until 
completion of the building. 


(j) Violations. Any person who wilfully 
violates any provision of this order or who, 
in connection with this order, wilfully con- 
ceals a material fact or furnishes false in- 
formation to any department or agency of 
the United States is guilty of a crime, and 
upon conviction may be punished by fine or 
imprisonment. In addition, any such person 
may be prohibited from making or obtain- 
ing further deliveries of, or from processing 
or using material under priorities control, 
and may be deprived of priorities assistance. 


(k) Communications. All communica- 
tions concerning this order should be ad- 
dressed to the Civilian Production Admin- 
istration, Washington 25, D.C, Ref: 
VHP-1. 


(1) Reports. All persons affected bv this 
regulation shall file such reports as may 
be requested by the CPA, subject to the 
approval of the Bureau of the Budget in ac- 
cordance with the Federal Reports Act of 
1942. 

Issued this 26th day of March, 1946. 

CIVILIAN PRODUCTION 
ADMINISTRATION 
By J. Joseph Whelan, 

Recording Secretary. 


ORE THAN two years ago, when the spotlight was 
focused on war housing in more than a thousand 
of the nation's cities where workers were inmigrat 

ing to new and expanding war industries, it required con- 
siderable courage and foresight to look beyond the needs 
of the moment to the day when there would be no war—to 
the day when housing would be in the spotlight again, this 
time as the nation's No. 1 domestic problem. 

Literally, however, that was the spirit of the City of 
Chicago's officially constituted planning body, the Chicago 
Plan Commission, when in 1943 it commenced work 
inventorying the city's housing supply, estimating the 
needs of its families in all income groups, matching the 
supply against those needs, and finally mapping plans for 
an adequate housing program against a background oí 
general community development. 

These experts realized the tremendous pent-up demand 
for better homes in better environments—a demand great- 
er than ever before known. And they realized that areas 
of blight, a burden in Chicago as in most metropolitan 
cities long before the war, had increased during recent 
vears and that municipal revenues had dwindled and 
would continue to dwindle, unless something was done 
about it. And more, they realized that mining out housing 
facts would help in another vitally important way. They 
recognized that housing would be a major factor in pro- 
viding a volume of employment and maximum investment 

opportunities in the peacetime years to come. They also 
knew that, with these facts, it would aid private enter 
prise in its job of producing to full capacity. to. provide 
adequate housing for all Chicagoans. 

Culminating the two years of intensive work last month, 
the Chicago Plan Commission issued its report, “Housing 
Goals for Chicago," which analyzes the problem and rec- 
ommends the steps to be taken to achieve the goals. In 
the foreword, H. Evert Kincaid, executive director of the 
Plan Commission, under whose direction the report was 
prepared, declares: "In a large city, little or nothing is 
‘onsistently stable. Everything is in a state of flux due to 
the complexity of ambitions, jobs, fortunes, and whims of 
hundreds of thousands of human beings who control the 

ity's functions and destinies. In planning for the city's 

development, these endless variables must be considered 
ind weighed with the realization that the facts deter 
mined today may be altered by the news which will appear 
in tomorrow's newspapers. Consequently, in presenting 
this housing program for Chicago, it is done with the 
knowledge that any such program for the city must be 
subject to change as unforeseen conditions develop." 

The material on which the program is based, however, 
represents a selection of the most basic and pertinent 
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Chicago Measur 


Nation’s second city marshals the 
facts on its housing supply, makes a 
realistic appraisal of its require- 
ments and develops a comprehen- 
sive, soundly-conceived fourteen- 
point program aimed at giving pri- 
vate building unlimited opportunity 


data available—data which are believed sound and which 
should enable public officials, home builders, realtors, con- 
tractors, architects, and mortgage bankers, as well as 
every interested Chicagoan, to better understand the in- 
volved problems to be considered i adequately housing 
all Chicago families. 

The objectives of the study were: 

l. To determine the number of dwelling units needed 
to accommodate appropriately the present and anticipated 
future population. 

To indicate the extent of Chicago’s economic ability 
to provide an adequate supply of homes for its present 
and future population. 

3. To map those areas within the corporate city suitable 
lor permanent residential use, and to recommend those 
sites upon which construction of new dwelling units 
should be undertaken. 

4. To present a practical plan for the redevelopment oi 
Chicago’s twenty-two miles of blighted and near-blighte 
areas to their highest and best use, as well as for the re- 
habilitation of other areas within the city. 

5. To suggest suitable types of housing appropriate to 
the various neighborhoods where dwelling units are need- 
ed to house the anticipated increase in population, in con 
formance with the Comprehensive City Plan. 

6. To implement the physical planning program wit! 
suggestions for such legal and financial measures as wi 
assist in providing a sufficient quantity of appropriate 
dwellings within Chicago. 

7. To assemble all pertinent data bearing upon the sul 
ject of housing, in order to offer to everyone concerned 4 
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Need and Says We Will“ 


Н. EVERT KINCAID, EXECUTIVE 
DIRECTOR, CHICAGO PLAN 
COMMISSION 


Mr. Kincaid, under whose direction 
"Housing Goals for Chicago" was 
prepared, has been with the Chicago 
Plan Commission since 1941, its 
executive director since 1943. Long 
identified with city planning and 
landscape engineering, he is well 
known in national building circles. 


iipilation of information which will help in the realiza 
поп of better housing for all families. 
lhe report contained no recommendations to meet the 


so-called "emergency housing need" but commented as 
iolows: “Effective steps to provide temporary housing 


n public land have already been taken by Mayor Kelly 
nd the city's administrative agencies to relieve the critical 
iuation. Such action should prove helpful until an ade- 
uate supply of permanent housing can be erected, at 
vhich time it will be important that the temporary struc- 
tures be removed from the public lands.” 

In explanation of the shortage of adequate housing the 
report continues : “The present acute housing situation has 
irisen because the increases in population and number oí 
amilies have far outstripped any increase in the building 
i new dwelling units. What little new residential con- 
struction took place between January, 1940, and June, 
1945 (approximately 23,600 dwelling units), was offset 
to a large degree by the removal of structures through 

tion and destruction by fire and other natural 
(Editor's note—The allocation of all housing 
der rigid control of the National Housing Agency 

| April 9, 1942 through Oct. 15, 1945.) 

On the assumption that each family would desire to 

upy an individual unit Chicago will have a "quantita 

e demand" for approximately 1,100,000 dwelling units 

y 1947, or about 100,000 more units than now are avail- 
able, the report estimates. The majority of these are neces 


| sary to house “newly-created families and those who have 


ved to Chicago with the desire of becoming permanent 


résidents," The estimated need that will exist by 1965 is 
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сех RENTS. VACANCIES, AND CONSTRUCTION m5 
E IN CHICAGO 1935-1944 
320 — — N 4 4320 
YEARLY =o 39 = (00 | А Я 
90 1 } 4 
SDURCES | X - 


BUREAU | OF LABOR eng | / n ` 
240 [ILLINOIS] BELL 
TFEDERAL| HOME 


r 
ADMINISTRATIO 


X ] — | Af | } * 200 
| 
| 
T 


Р) NEW OWELLNG UNITS ` 
d AUTHORIZED 


/ * + + 
е 


S * ENTIAL Cons rmuc Ron 


ч Jm om — STS se ose дате 120 
00 - + 1100 
& + — ——L—2 } во 
p L^ Din 008 a 
40 — A 
Ht —}- | і i РҸА 40 
Pd | VACANCIE $ ы 
| 1 l | AS OF JAN | mM 
v ا‎ Ее " 3 1 L | 0 
335 1936 1937 1938 1939 1940 1941 1942 1943 


placed at 1,175,000 dwelling units. To attain this goal 
which contemplates a "reasonable minimum vacancy fac- 
tor of 274 per cent, an estimated 146,000 to 217,000 new 
dwelling units must be constructed over this longer period. 
These figures are inclusive of the short-term requirements 
mentioned above. 

"Twenty to twenty-five years is a reasonable length of 
time in which to rebuild and develop the entire twenty- 
two square miles of blighted and near-blighted areas 
within the city, and to remove obsolescent, substandard 
units from other parts of the city. This phase calls for 


NEW DWELLING UNITS 
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the construction or rehabilitation of an additional 350,000 
dwelling units, raising the total over-all requirements for 
new or rehabilitated units through the vears 1965 to 1970 
to from 496,000 to 567,000.” 

In announcing the fourteen point program designe 1 te 
accomplish the purpose of "Housing Goals for Chicago, 
Mr. Kincaid said, “The Plan Commission, in presenting 
this report, realizes that the conclusions and recommenda 
tions do not provide detailed answers for all the intricate 
problems involved in the housing of a large population 
It is believed, however, that the assembly of data and 
statistical material will be of constructive aid in guiding 
a program of housing that will be sound in planning, 
sound in financing, sound in construction, and that it 
will help to avoid excesses in any long-term program 
that may develop.” 

The program makes the following recommendations : 

1. That a comprehensive city plan be adopted where- 
by all land within the city will be developed or rede- 
veloped according to its highest and best use 

( Continued to next page) 
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(Continued from preceding page) 


2. (A) That construction of new homes be expedited as 
much as possible to make available 100,000 new dwelling 
units to be produced at a price to permit of a moderate range 
of rents or the equivalent in the case of owner-occupancy, and 
that the greater part of the new construction during the period 
immediately ahead go, of necessity, onto now vacant lands, in 
order to increase the inventory of housing without remov- 
ing structures from the present inadequate supply. (Editor's 
note—By way of comment on this recommendation the report 
says, "As of the early part of 1946, family incomes have been 
averaging, conservatively, 25 per cent above prewar levels. 
Thousands of families with adequate incomes and pent-up 
savings are living in undesirable quarters only because they 
have been unable to find better accommodations. There 
appears to be a sufficiently large potential demand for new 
housing in the middle and upper income groups to absorb the 
entire 100,000 new dwelling units estimated as being needed 
to fulfill the short-term quantitative demand. This would, of 
course, make no provision for неш dwelling units for those 
families in the other income brackets, but it would make 
available the vacated units for such families.” ) 

(B) That plans be prepared and steps be taken for the 
early redevelopment of the worst of the blighted areas. This 
includes the assembly of land, the determination of the high- 
est and best uses of the land, the drawing of the plans, 
arrangements for financing the projects, etc. 

(C) That over a twenty to twenty-five year period, a total 
‚Ё approximately 535,000 new or rehabilitated dwelling units 
be made available in order to meet the need resulting from 
the anticipated increase in number of families, the redevelop- 
ment of the entire twenty-two square miles of blighted and 
near-blighted areas, and the removal or rehabilitation. of 
obsolescent structures from the other areas within the city, 
recommended in the Master Plan of Residential Land Use. 

(D) That all new housing—as to size, composition, and 
general rental—be located in accordance with the Comprehen- 
sive City Plan. 


Recommend Preference for Veterans 

3. That war veterans be extended preference in the pur- 
chase and rental of all dwelling units—both new and old. 
(Editor's note—On the subject of "Housing for Veterans” 
the report states, “There is widespread belief that every home- 
seeking war veteran needs and wants a new home. Actually, 
the majority of that group neither expect nor can afford 
newly-constructed houses. They—like most other families— 
desire a clean and comíortable home in a good location, and at 
a rental or purchase price which they are able to pay. The least 
pretentious of new individual single-family homes cannot be 
built in Chicago under present conditions for much under 
$7.500. To those veterans able to purchase or rent these new- 
ly-constructed houses, preference should be extended : in fact, 
similar priority should be given them in the purchase and 
rental of older houses and apartment units. The practical 
approach is the construction of new dwelling units for those 
families with the ability to pay—in the middle and upper in- 
come groups. Those veterans whose incomes permit of less 
expensive housing accommodations—and thev represent the 
majority of the ex-service men—will have their requirements 
fulfilled as houses and apartment units presently occupied by 
the higher income families are vacated and become available 
for the occupancy of somewhat lower income groups. Every 
new dwelling unit added to the existing supply, regardless in 
what price range, serves to reduce the over-all demand. and 
to hasten the day when there will be adequate freedom of 
movement in the housing market for families of all effective 
income groups.“ 

(4) That the General Assembly of Illinois enact the neces- 
sary enabling legislation, and the Citv Council adopt revi- 
sions to the Municipal Code which will assist in the accom- 
plishment of the objectives of “Housing Goals for Chicago.” 

(5) (A) That a land-clearance commission be created 
immediately by action of the City Council in accordance with 
the existing state-enablirg legislation, with authoritv to ac- 
quire, assemble, lease, sell, hold. and dispose of land for 
development or redevelopment within the City of Chicago. 

(B) Also, that the redevelopment commission of the City 
of Chicago be enlarged and activated to include lay members 
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representative of business and civic interests for the purpose 
of administering the provisions of—and encouraging action 
under—the Illinois Neighborhood Redevelopment Corp. law, 

(C) That legislation be enacted by the Congress of the 
United States to provide legal procedures and financial means 
necessary to give grants-in-aid to cities in order to facilitate 
the development and redevelopment of urban areas. Such aid 
should be extended by the federal government in such a man- 
ner as to induce the maximum possible construction and re- 
construction by private enterprise. This legislation should 
contain only such provisions as are necessary to safeguard 
the expenditures of Federal public funds but not to determine 
for the local governments how and where such funds are to 
be spent, except that they be in the interest of the people in 
accordance with the official city plan. All assistance for the 
acquisition of properties in blighted areas should be made 
in the form of outright grants. 

(D) That a survey be made to determine the location of 
all structures in violation of the Municipal Codes pertaining 
to health, fire, and general welfare, and that the city depart- 
ments charged with the enforcement of the codes make every 
effort to follow a policy of enforcement. 

(E) That the tax-foreclosure laws of the State of Illinois 
be further amended to provided for compulsory foreclosure 
of tax liens on all properties delinquent five years or more 

(F) That immediate steps be taken by the City of Chicago 
to secure legislation and other legal measures to enable the 
County of Cook or some public agency thereof to acquire 
urban tax-delinquent property through foreclosure proceed- 
ings and tax sales with authority to retain, lease, sell, ex- 
change, or otherwise dispose of the property thus acquired 
for development and redevelopment, and that the agency 
acquiring the property under the aforementioned proceedings 
be endowed with such powers of eminent domain as will 
enable it to establish legal condemnation proceedings to secure 
possession and clear title to any parcel or parcels of land, 
which by virtue of its or their location in reference to the prin- 
cipal site acquired under the conditions herein stated, would 
prevent or vitiate a comprehensive and integrated development 
or redevelopment of the area. 

6. (A) That in the redevelopment of blighted areas—be 
cause of the important benefits accruing to the city as a whol 
—all land be developed to its highest and best use. 

(B) That appropriate areas of the blighted and near-blight 
ed districts be rebuilt to attract the type of occupancy that 
can bring back to the central city a well-balanced distributior 
of families in every economic group. 

(C) That in the early redevelopment plans, provision be 
made to construct a sufficient amount of new low-rent hous- 
ing through public aids on sites determined to be most suit 
able for the purpose, wherein the displaced families may find 
temporary shelter. 

(D) That at such time as the housing market eases suff- 
ciently to enable such families to find adequate accommoda- 
tions elsewhere, these projects revert to low-rent advising 

7. That the municipal, county, and state governments, 
working closely with business interests, take effective action 
to attract capital into substantial housing investments in 
Chicago. These capital sources include insurance companies, 
educational and fiduciary funds, savings and loan associa- 
tions, and other financial institutions and trust funds. State 
and local legislation providing reasonable incentives in order 
to encourage such investments should be enacted immediately 

8. (A) That every effort be made to reduce the cost of res 
dential construction through the introduction of new methods 
and materials; the elimination of restrictive practices from 
all sources and through a program of research which will 
have as its objective the development of new materials and 
methods which should result in lower construction costs. 

(B) That whatever controls and price limitations are nec 
essary during the emergency be established on new residentia 
construction at a level that will not only permit the building 
of mimimum-cost structures but will also encourage the con- 
struction of a variety of types of houses and apartment units 
in several purchase and rental ranges in keeping with the 
existing and planned character of the neighborhood in which 
the new structures will be located. 

9. (A) That plans for housing development or redevelop 

(Continued to page 174) 
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Apartment House 
Planned Laundries 
at No Extra Cost 


Owner provides only space. 
Distributor installs and 
maintains the appliances; 


provides furnishings and 


lighting; instruction for 


tenants on equipment use. 


LANNED laundries for apartment 
houses, with automatic washers and 
automatic dryers installed in attrac- 
tive settings for the tenants' use and 
t no cost to the owners of the apart- 
nt houses, are being designed by 
Westinghouse Electric Appliance 
ivision. 
The laundries will be equipped 
th Westinghouse automatic wash- 
s and automatic clothes dryers 
"th built-in coin meters. Three 
basic plans have been prepared by 
Vestinghouse. Requirements of va- 
nous apartment buildings can be 
served individually by variations. 
hey will range from a small 
ined laundry of one automatic 
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A DESK is available for writing letters and making up shopping lists, 


washer and one automatic clothes 
dryer up to installations large 
enough to serve the new type of 
major apartment building projects 
In the medium and large size in- 
stallations ironing facilities will be 
provided. 

Under this program the apartment 
house owner will furnish only the 
space necessary for the laundry in- 
stallations. No laundries will have 
to be incorporated in new buildings 
if the Westinghouse plan is utilized. 

The installation, management and 
franchising of the apartment house 
self service laundry will be admin- 
istered through Automatic Laundry 
Distributors, Inc., with initial offices 


in New York City, Chicago, Phila 
delphia and Washington, D.C. 

In exchange for the space, the op- 
erator of the laundry will install the 
equipment, provide the necessary 
furnishings and lighting, keep the 
equipment in good operating condi- 
tion at all times, and instruct the 
tenants in the use of the appliances. 
The management of the building 
will have no obligation except to 
keep the rooms clean. 

Under the operating plan the laun- 
dries will be replaced with new 
equipment every three years, assur- 
ing the owner and tenants a continu- 
ously modern laundry. No drying 
yards or drying space will be neces- 
sary, nor will the tenants be required 
to hang clothes in their apartments 
to get them dry. 

This will give both the apartment 
house owner and his tenants new ad 
vantages. The tenants will have a 
comfortable, attractive place where 
they can actually wash clothes under 
pleasant conditions, and at a lower 
cost than is possible any other way. 
The owner of the apartment house 
will have a new incentive for desir 
able tenants to occupy his pre mises 


LAUNDRY room is equipped for relaxa. 
tion while the machines do the work. 
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Modern Building Codes 


Stimulate Home Construction 


HEREVER men have lived 
under urban conditions, the need 
for regulating construction has been 
felt. It has been traced back as earls 
2250 B.C. in a code dealing with 
conditions in Babylon. Through the 
ages, in early Rome, in London, then 


in the American colonies, various 
laws governing building were in 


effect. Safety, protection against the 
hazards of fire and collapse, was the 
object of these early restrictions, and 
it was not until a much later date 
that attention was directed to health. 
Present-day control of building is 
designed to protect the morals and 
general welfare of persons in and 
about buildings, as well as to assure 
safety and health 

Like most restrictive legislation 
building codes have always been the 
object of some criticism. In 
vears, particularly during 
period, this criticism has been mten 
sified. Since building are 
predicated upon a plentiful supply of 
all types of materials, and war needs 
made the supply anything but plenti 
ful for building, many codes came n 
conflict with building needs unde: 
wartime conditions. This situation 
led to the emergency revision of 


recen! 
the war 


code s 


great many building codes. At the 
same time, the situation pointed to 
the definite shortcomings. of mar 


codes and added further evidence as 
to the need for basic revision of the 
country’s building code structure. 


Progress Being Made 


\s a result, study of deficiencies 
has: increased, and ereat advances 
have been mad Although mans 


difficulties remain to be solved, ех 
isting building regulations 
ману being improved 
study of casualties due to faults 
building, tests of > ructural mate 
rials and building equipment, devel 
opment of quality and performance 
standards, and finally, the prepara 
поп of minimum requirements incor 
porating best obtainable judgment. 
Normally, in more than 100 cities 
and towns, local officials or commit 
tees undertake the preparation of 
a building code. They either revise 
a former document or prepare а com 
pletely new series of requirements 
In either case, they must examine а 
vreat mass of basic material which 
is constantly growing. Experience 
has shown that the most productive 


are сөп 


through 


results come from a comparatively 
small committee including represen 
tatives of the group which designs 
building, of those responsible tor 
liguring stresses and strains, of those 
doing the actual building, and of those 
who finance it. 

The tendency in writing a truly 
modern building code is to establish 
the various requirements on а func 
tional basis rather than on the de 
gee basis followed in the olde: 
building codes. More and more the 
modern code, instead of describing 
certain materials in current use 
which are acceptable because they 


perform particular functions satis 


Information, advice. and assistance 


in drafting or revising building 
codes and regulations can be ob- 
tained from the following sources: 


American Standards Association. 
70 E. 45th St. New York 17, N.Y. 


Construction and Civic Develop 
ment Department, Chamber of Com 
merce of the U.S. 1615 Н Street 
N.W.. Washington 6. D.C. 


Building Codes Section, National 
Bureau of Standards, Department of 
Commerce, Washington 25. D.C. 

Technical Division, Office of the Ad. 


ministrator, National Housing Agen 
cy. Washington 25. D.C. 


factorily, lays emphasis on standards 
of performance. All materials meet- 
ing those standards are made accept- 
thle for use. 

No doubt it will be possible to 
meet these standards or requirements 
through the use of materials other 
than those we have been accustomed 
to using in the past. However, if 
the basic functional requirements are 
properly set forth in a building code 
m accordance with modern code 
practice, few changes will be neces 


агу to provide for future new 
materials. Such changes as аге 
necessary will be in the nature of 


upplementary provisions that can 
easily be incorporated in апу code 
when occasion arises. 

It is highly desirable in revising 
building codes to incorporate stand- 
ard code provisions which have been 
prepared through accepted industry 
processes and by qualified agencies 
in order to encourage as far as prac 
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ticable a desirable degree of regional 
uniformity in building code regula- 
tions. Such provisions are available 
from organizations of building of- 
ficials, fire underwriters, professional 
societies, and standardization bodies 
Of special importance and urgena 
at this time is the need to amend 
immediately those building codes 
which do not now permit the use oí 
proved and tested technological de- 
velopments, including those which 
have grown out of war construction 
practices. Authority should be given 
to appropriate boards or building 
officials, where thev do not now have 
it, to allow the acceptance of such 
new construction techniques and 
products where these meet approved 
standards and requirements 
Revise Code by Reference 
There is every reason for going 
forward with building code revisio 
now. At best, it is a time consuming 
procedure. If it is not started at 
once, privately financed constructi 
activity. particularly home building 
will be retarded by antiquated code 
restrictions in the period ahead. ng 
In smaller communities, where th Ne 


pract: 


cost of publishing a new code is an чрй 
obstacle to revision, it should be E? 
pointed out that these costs can be * 
materially reduced by the device o! маа 
referring to the published provisio Nun 
of standard codes which have beer 
prepared through accepted industn — 
processes and by qualified agencies ith 
Even medium-sized cities may fi etr 
code publication costs prohibiti эш 
\dopting a code by reference reduces m 
this expense materially and expedite . th 
action. Some states have laws spe $.. 

cifically permitting cities to adop С, 
a code by reference, while in ma! e 
states there are various procedure у, 
which тау be followed to make suc ther 


adoption legal. Where states do nt M. 
already have such laws it will! 
worth while contribution to the ger n. 
eral public and the building industr 


[ 
to advocate and assist in obtaming Eve 
such legislation. show 

То get action, however, there ing | 
needed a more thoroughgoing publi — 
understanding of the important fan 
which the building code plays in the perin 
community's life. These codes at Nr s 
more than building regulations The Nous y 


are essential tools in urban develof West 
ment, which is of interest to eve" Mi... 
community, 


large and small ance 


yi 1944 
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PRECIPITRON 
TUECTROSTAIK 
AA CLEANER 

FOR HEATING AND 

% CONDUIOWING 

VENTILATING SYSTENS 


IME SAFE EFFORT 
WAY TO CEMI NR 


DEMONSTRATION model of the Precipitron shows smoky, dirt-laden air being drawn through 
cabinet by ventilating fan. As it passes through air cleaning cells dirt particles are removed. 


of climatic and operating condition. 


equipped home will have as a part ~ Precipitron operates on the simple 


its standard equipment an electro- 
static air cleaner which promises to 
practically eliminate the daily dust- 
drudgery for the American 
sewife, by removing up to 90 per 
cent of all dirt and dust particles in 
Pid 
alled Precipitron, during the war 
t manufacture was wholly absorbed 
ruse in Army and Navy installa- 
"on, and in industrial plants en- 
gaged in war work. Used wherever 
ean air was essential to the quality 
i the product or process, it served 
ectrically “laundered” air to aid in 
¢ manufacture of bombsights, 
my binoculars, aircraft parts, and 
the production of blood plasma 
pharmaceuticals. 
irrently it is being effectively 
many industrial plants pro- 
ng radio, radar, and hundreds of 
ther delicate manufacturing proc- 
"ss where even the most minute 
| of dirt will affect final re- 


mo 
8 

11 

ч 


lveloped by Westinghouse Re- 
‘arch Laboratories, the home model 
‘town here has sufficient air-clean- 
"g capacity for a six or eight- 
om house, although it is no larger 
ordinary refrigerator. Ex- 
mental models have been in use 
“Т several years in homes in vari- 
zus parts of the country so that 
estinghouse engineers have had 
“pie opportunity to test perform- 
‘ce under every conceivable kind 


" 
па 


electric principle that opposite mag- 
netic charges attract. Dirt particles 
as small as 1/250,000 of an inch—the 
size of tobacco smoke particles—in 
the incoming air stream through a 
"fence" of fine, highly charged wires 
which impart a positive electrical 
charge to them. They then pass 
through a series of parallel steel 
plates charged with negative elec- 
tricity which attracts and draws the 
dirt particles out of the air stream 
and holds them. Every week or so, 
bv simply turning a lever, the accum- 


COMPACT and wholly enclosed, the Precipi. 
tron home unit is no larger than a refrigerator. 


Electronics 
Makes a Dustless 


House Possible 


Wartime tested device which 
removes up to 90 per cent 
of all dust and dirt par- 
ticles from the air will soon 
be available for household 
use as the air cleaning com- 
ponent of the warm air heat- 
ing or air conditioning sys- 
tem in the modern home 


ulated dirt is flushed out of the Pre- 
cipitron by water. 

Requirements for Precipitron in 
stallation are: 1) The air heating 
system must be designed so the air 
circulated through the house can 
pass through the unit; 2) An ordi- 
narv electric outlet must be avail- 
able; and 3) A water connection and 
drain must be provided so the plates 
may be cleaned. ~ 

The unit is designed primarily to 
be used where a hot air heating sys 
tem is available and regular ducts 
for primary air conditioning have 
not heen installed 


FRONT cover is easily removed to gain ac- 
cess to the electrostatic air cleaning interior. 
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How to Cut Sheets 
of Galvanized Iron 


E. R. BASINE, manager of the 
DeGraff Lumber Company, De- 
Graff, Ohio, in submitting the 
following says: “To cut flat or 
corrugated sheets of galvanized 
iron or tin is as simple as tearing 
a piece of paper. 

“Nail loop end of hay baler 
wire down to floor and stretch it 
taut. Next lay the sheet of 


Nail 
Hay Wire 


Flat or Corrugated 
Sheet ~ 
iran 
| 
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metal at points marked to rip 
directly over top of wire. Then 
stand on sheet at loose end of 
wire with feet close to the wire 
and at end of sheet. Pull up on 
handle about three feet high, 
then step back to repeat the pull 
until it has cut its way through 
the metal. With a little care 
the cut edges can be made as 
smooth as the factory edges." 


How- 


Do-It 
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How to Apply Limestone Veneer f 
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THIS ILLUSTRATION shows the applica- 
tion of stone veneer to frame construction. 


М SENNA NSS 


THIS ILLUSTRATION shows the applica- 


tion of stone facing over brick backing. Ae 


AS shown in the illustrations above, 
limestone is now cut in such a man- 
ner that it can be laid up as a veneer 
over a backed-up wall. It now can 
be used in moderately priced homes 
as a facing over the sheathing of a 
frame building, in exactly the same 
wav as brick, stucco, or frame is 
used. Stone masons or brick layers 
lay it up in the wall. No setting 
drawings are necessary. Construc- 
tion is as rapid as with other ma- 
te ri ils. 

It can be jointed on the job to 
fit into its place in the building just 
as readily as a 2 x 4, the studding, 
sheathing or drop siding—and with 
the same tools, a common hand saw 
A groove is cut across the face of 


the stone, approximately М inch 
deep. Then the stone is tapped at 
the groove, the stone is broken 
cleanly to whatever length is want- 
ed and is then ready for setting in 
the wall without any trimming. 
Over the 2 x 4 studding, place the 
sheathing and waterproof paper, 
leave an air space, then build up the 
wall of stone the same as though it 
were brick. 

For anchoring, drive а 514 inch 
non-rusting spike over the top bed 
of the stone into the studding. Lav- 
ing up the wall in this manner the 
result is most economical, as only 
the outer 4-inch thickness of the 
wall is built of stone, the remain- 
ing thickness of a cheaper material. 
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How to Fit Casing 


How to Make a Barn Door Weather-Tight 
to Wall out of Plumb 


IN submitting the following, W. A. Woodard, Volga, 
S. Dak., says: “The drawings describe a weather 
proof door that may be used on a granary, feed house 
or other type of building. 

“To do a door job of this kind, case the outside of 
the door opening with a 2 x 8 head casing, with a 
2 x 4 and 2 x 6 on each side of the jamb respectively 
as shown on drawing. Bolt a piece of s x 4 inch 
flat iron to the lower back edge of door for a guide 
and weatherstrip. Apply track and hangers to head 
casing and door and you will have a rot- and blizzard- 
proof door." 
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CECIL J. WALTERS, Newton, 
Kans. suggests this method of 
fitting a door or window casing 
adjoining a wall surface that is 
out of plumb: 

“Measure the width that the 
casing will be at its narrowest 
point, either at the top or bot- 
tom. Mark this dimension on the 
casing minus М inch for margin 
on the jamb, place against the 
wall, plumb casing and tack to 
jamb and then scribe the entire 
length of casing." 
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How to Weatherproof Casing for Asbestos Siding 
EDWARD R. PHELPS, 


Bayard, Iowa, says this is the 
way he puts on new asbestos 
siding over old wood siding. 

"| find that one of the 
places on a house that is very 
cold and hard to seal even 
with the application of new 
siding 15 the area around the 
window and door frames. In 
order to overcome this I take 
off the jamb and head casings, 
run a portion of them through 
the saw reducing the thick- 
ness, re-install the casings 
and extend the new shingles 

r this portion of casing. 
Apply a new finished moulded 
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Casing cut 
Back 


How to Make a Tool 
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and blocks when mor- 


— — member over the present cas- for Repairing Siding 
e$» ing to provide a finished sur- 
ч face for siding." 
— Sharp Edge 
MORES eee 0202280022202008300000000 0000005 000500008000 eee eee eee; 
i How to Mortise 
: а Thin Door $t g Auto 
е 4 М | eaf Spring 
j inch 1 Mortise THIS  how-to-do-it 
m | Blocks 4 suggestion submitted 
seen : f. by Carl N. Woods, 
ing in ' Omak, Wash., shows 
nming. how to use a clamp 
се the : 


рарет, 
up the 


tising thin cabinet 


JOHN MENKVELD, Grand 


big help the siding and shear off the nail." 


ugh it doors or doors of sim Rapids, Mich., who submitted 
: ilar type to keep them v p says: ^ E can be 
A3 : , 2 made from a good sized spring 
4 inch : - sp g at tl a i 5 
26 bed : trom plitting M the blade of an old automobile that 
ы у Н sides. This сап Бе will be ideal in removing broken 
ner the : done while door is in siding. 
is only position or in the Grind the rounded end to à 
of the process of being hung sharp edge of the blade. To use, 
ё рер + s break the broken siding with 
ener] е says that this 15 a hammer. Slip the tool behind 
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How to Cut Sheets 
of Galvanized Iron 


E. R. BASINE, manager of the 
DeGraff Lumber Company, De- 
Graff, Ohio, in submitting the 
following says: “To cut flat or 
corrugated sheets of galvanized 
iron or tin is as simple as tearing 
a piece of paper. 

“Nail loop end of hay baler 
wire down to floor and stretch it 
taut. Next lay the sheet of 


Nail 
Hay Wire 


| 
Flat or Corrugated 


rg ^ 
Iron 
7 


metal at points marked to rip 
directly over top of wire. Then 
stand on sheet at loose end of 
wire with feet close to the wire 
and at end of sheet. Pull up on 
handle about three feet high, 
then step back to repeat the pull 
until it has cut its way through 
the metal. With a little care 
the cut edges can be made as 
smooth as the factory edges." 
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How to Apply Limestone Veneer 4 


F. 4 
[ мененын алеум: 
АСОСИ] 


6 
NM 


THIS ILLUSTRATION shows the applica- m ed 


tion of stone veneer to frame construction. 


THIS ILLUSTRATION shows the applica- 


tion of stone facing over brick backing. 


AS shown in the illustrations above, 
limestone is now cut in such a man- 
ner that it can be laid up as a veneer 
over a backed-up wall. It now can 
be used in moderately priced homes 
as a facing over the sheathing of a 
frame building, in exactly the same 
way as brick, stucco, or frame is 
used. Stone masons or brick layers 
lay it up in the wall. No setting 
drawings are necessary. Construc- 
tion is as rapid as with other ma- 
terials. 

It can be jointed on the job to 
fit into its place in the building just 
as readily as a 2 x 4, the studding, 
sheathing or drop siding—and with 
the same tools, a common hand saw. 
A groove is cut across the face of 


HOW TO DO IT * 


HOW TO DO IT * 


the stone, approximately М inch 
deep. Then the stone is tapped at 
the groove, the stone is broken 
cleanly to whatever length is want- 
ed and is then ready for setting in 
the wall without any trimming. 
Over the 2 x 4 studding, place the 
sheathing and waterproof paper, 
leave an air space, then build up the 
wall of stone the same as though it 
were brick. 

For anchoring, drive a 514 inch 
non-rusting spike over the top bed 
of the stone into the studding. Lay- 
ing up the wall in this manner the 
result is most economical, as only 
the outer 4-inch thickness of the 
wall is built of stone, the remain- 
ing thickness of a cheaper material. 
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How to Fit Casing 


How to Make a Barn Door Weather-Tight to Wall out of Plumb 


IN submitting the following, W. A. Woodard, Volga, 
S. Dak., says: "The drawings describe a weather- 
proof door that may be used on a granary, feed house 
or other type of building. 

"To do a door job of this kind, case the outside of 
the door opening with a 2 x 8 head casing, with a 
2 x 4 and 2 x 6 on each side of the jamb respectively 
as shown on drawing. Bolt a piece of 4g x 4 inch 
flat iron to the lower back edge of door for a guide 
and weatherstrip. Apply track and hangers to head 
casing and door and you will have a rot- and blizzard- 
proof door." 


* 4 


EDWARD R. PHELPS, 
Bayard, Iowa, says this is the 
way he puts on new asbestos 
siding over old wood siding. 

“I find that one of the 
places on a house that is very 
cold and hard to seal even 
with the application of new 
siding is the area around the 
window and door frames. In 
order to overcome this I take 
off the jamb and head casings, 
run a portion of them through 
the saw reducing the thick- 
ness, re-install the casings 
and extend the new shingles 
over this portion of casing. 
Apply a new finished moulded 
member over the present cas- 
ing to provide a finished sur- 
face for siding." 
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How to Weatherproof Casing for Asbestos Siding 


Casinq cut 
Back 


Jamb 


How to Mortise 
а Thin Door 
THIS  how-to-do-it 
suggestion submitted 
by Carl N. Woods, 
Omak, Wash., shows 
how to use a clamp 
and blocks when mor- 
cabinet 
doors or doors of sim- 
ilar type to keep them 
from splitting at the 
sides. This can be 
done while door is in 
position or in the 
process of being hung. 
He says that this is a 
big help. 


tising thin 
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CECIL J. WALTERS, Newton, 
Kans. suggests this method oí 
fitting a door or window casing 
adjoining a wall surface that is 
out of plumb: 

“Measure the width that the 
casing will be at its narrowest 
point, either at the top or bot- 
tom. Mark this dimension on the 
casing minus V inch for margin 
on the jamb, place against the 
wall, plumb casing and tack to 
jamb and then scribe the entire 
length of casing." 


How to Make а Tool 
for Repairing Siding 


Sharp Edge 


Part of Auto 
Leaf Spring 


JOHN MENKVELD, Grand 
Rapids, Mich, who submitted 
this idea says: "A tool can be 
made from a good sized spring 
blade of an old automobile that 
will be ideal in removing broken 
siding. 

Grind the rounded end to a 
sharp edge of the blade. To use, 
break the broken siding with 
hammer. Slip the tool behind 
the siding and shear off the nail." 
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How to Make an 
Adjustable Stair Jack 


LAUREN DE 
WEESE. Moberly 
Mo., in presenting this 
idea has the following 
“This is a jack 
to cut in treads and ris- 
ers in a stair. The ends 
re adjustable to the 
skirts and the center 
lot allows adjustment 
or length. I usually 
ake it out of lattice 
with four wing bolts. 
two on the center and 


to sav: 


one on each end. The 
end of each piece of 
lattice shall be slotted 


ibout 6 or 8 inches long 
for wing nuts.’ 
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L. H. DUNSON, La оном | \ 
Rue, Ohio, in offering NAA ^ i 
this idea makes this NU ee 
comment: “This is i ۵ NUR 
simple way to lay out ۵ Ww 
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How to Level Up an Oil Stone | 
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D SCHUMACHER 
Mankato, Minn., 
ting 
following comment : 


in submit 
makes the 
“Here 
another kink that is used 
great deal when the oil 
ne gets hollow or un 
Get down on vour 
lees on a cement walk or 
ior, place the uneven side 


this idea 


VD" y of the wet stone down oi 
N A it, and scrub the stone 


ick and forth or in a cir 


: cular motion and in a verv 
ort time you will have а 
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you a job pointer, a short cut or a method of solving 


along to the fellow members 


For any idea submitted 
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S5 for an Idea 
HAVE 
problem ? 
wotld like to pass 
rough draft of your idea 
publication, American Builder will pay $5. 
Editor, American Builder, 105 W. 


OI your craft 


icago 3, 111 
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some building 
We are sure you have some time- and labor-saving kink you 
Send us a 
which is found suitable for 
Address material to Managing 
Adams St., Chi 
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Closets— 
Their Importance 
and Function 


OF primary 
success ої 


importance to the 
house plan are the 
size, location and design of the 
closets. They will add a great deal 
to the liv ability of a house if they 
are readily accessible, of ample 
size and designed to suit the pur- 
pose for which they are intended. 

Closets designated for guests' or 
family's coats should be placed 
near the front entry, off the en- 
trance hall. If plan can he ar 
ranged to include a closet near the 
rear door its inclusion would be 
appreciated when there are chil- 
dren with extra clothes, rubbers 
snow suits, etc. 

Deep, dark closets or inaccessi 
ble overhead shelves are 
inconvenient wasteful of 


storage 
and 


space. Sloping ceilings may ren- 
der useless a closet which looks 
adequate on plan. Location of 
closets should not spoil room ar- 


rangement by chopping off cor- 
ners or destroying open wall 
space with closet doors. Closets 


for adjoining rooms should Бе 
grouped in storage units, Check 
plans for storage space. Items fre- 


quently overlooked are: card ta- 
bles, vacuum cleaners, sports 
equipment, tools and luggage 


Lockers in the garage provide an 
excellent place for storage of 
miscellaneous articles 

For the low-cost house the bed- 
room closets will probably be of 
the minimum size and design 
noted on opposite detail sheet 
with the added feature of a shoe 
rack as detailed. In a large bed- 
room two small closets will be 
more practical than one large one. 
Wardrobe closets and tray cabi- 
nets are becoming more popular 
in the functional type house de- 
signed for present-day living. 
Wardrobe closets with sliding 
doc and cabinets with remov- 
able travs mean greater conven- 
ience and more economical use of 
available space 

\ trav cabinet combined with 
one or more hanging closets 
makes an ideal arrangement. Bed- 
room closets mav be fitted. with 
choe det uled or one of 
many available types may be at- 
tached to the inside of the closet 


racks as 


door. When removable trays aré 
use d t 1s the n ad: isable to raise 
the flo about two inches as de- 
tailed. The doors should be speci- 
fied two inches less in height then 
other door in the room so all 
ope nings u ill he 11 line Full- 


length mirrors can be attached to 
closet doors, applied either at the 
mill or on the joh by means af 
mouldings 


HOW TO DO IT 


AN BUILDER'S BETTER DETAIL PLATE 


121 


№ D-19. DETAIL OF. HANGING .CLO/E I WARDROBE. TRAYS. 


- — i . $ E: 2 


7 
gem d 


| wi ER 
AIL i r ELEVATION OF 
— ^ ng 


: xe. amm дам "IX NN 


ok she h d^. 4 5 b oar KL 
| E Shelf 1 above.| |“ „ eit. Ч 965 | — 
ex. Se. ~ == — a Ase 8 > 2 eS [ r1 t 
| - МЧ 
[9 72 Mins J 1L 2 2 r AI Tz mu | EN | 
р EP Ц r == Es 2 3 VAN — 
k E. ү, D к> \ | | 
эй у "Di Р jS C ae і! 
PLAN- ОҒ. WARDROBE. CLOS 222. 
| "dd * саге г ү 2 
za = T = T W са И 


[еШ оаа AER GS 


| E 3? - | EX ET 5 5 ba p эл | — € m ^e à ur — — — 


| * * n ~ 
E - : | 
| ^ + i — — 
1 РЫ > 
| Р ne 7 N 1 cna” 
| ni MM 
— لل‎ 


Б — «= npe‏ ار 
— — ص М — M —— À‏ 2 " 3[ 
E‏ لل + — — - = 
— —— — — = 
r WAA B E ^ і‏ 
ELEVATION. OF .WARDRO - .‏ 
мо t1 |‏ 
i. 14 4‏ +| 
Pm М —— + сш —‏ 
i‏ — — — | 
р эы — а + |‏ ت — b i‏ — 
t * — - E‏ | 
ү‏ 
7 سم JE‏ — — — نحا | 
p/d —‏ 
4 : 
ELA Ba * 3 t " -———‏ 
Уу ] i‏ | 
т | éo алал co seri, |‏ ل — A‏ — | 
RW ~ - m 4 - — — | |‏ 
disse Ж оі TTN — —— — cT — |‏ 
i ай T - SN 4 ^ t Va‏ 
Р Y ma ' di — E‏ 
ы, —‏ $ 
А 4 SZ 7‏ 3 
e — c 9282‏ | 
r 3/4 pip j 28 back‏ | 
д = to e‏ | | 
иин кы а — — | | t РА < * n 0 ³·Üwm1 . е « ж =з == ® бз xai‏ 
—— — — مھ q— A I‏ | 
ү z = LR — — - — — ÀÓÀ—— |‏ 13 2 | 
Е E i * — E = ж. T‏ — 08 — — 
Ua ÀJ y ) [‏ 
n C Ao g 4 — à‏ — 
Е — —— ~~ i‏ 
b * +‏ 
på‏ — * * — — + 
ү E P. £ «4 V‏ 
E T ^ - ;‏ 
A. — V geo see‏ | 
ә " 1‏ — € 
e — à T‏ ر — 
р E — — — — — —‏ — 
ы‏ — * 
CT )‏ ^ 
i‏ + ＋ | 
bey ‘Hand |‏ 0 | 
i‏ 5 . 
Е" 2 4‏ 
rangei aoors‏ 
1 
Z- 42 сб x |o‏ 
Mi ¢ \ ёх: A À————— ———— ees |‏ 
a Z u 1 4 122 — - - 1491‏ 
t T 1‏ " 
п ¢ Е; — — —‏ 
P f‏ ار | 2 
Tomy = -9 И |‏ | —- 
ул. А. — |‏ 
f ice Ал, И H‏ 
" — 
val }‏ || 
4 | 
i‏ 
- 
| 4 2 
И‏ 
val |‏ 
4121 | | 
J NN “шу | 1 |‏ | — }=+ | 
Е |‏ — —— — -7 * 
i." Cz — " — z - — =]‏ | : | 
х ос 4 ^ < A vx‏ - | 


l | — . ELEVATION. Y NT K C 
DETAILS. OE. HANGING. CLOSETS- -SLIDING-DooRs. SEC, e ц tU- TRAY. C АЈ 3 


ROLL TYPE, METAL SCREEN AB4604 


A new all-metal window screen is 
now available from Baer American 
Window Co. It differs from other 


roll type screens because (1) it fits on 
the outside of the window, permitting 
the window 


to be opened without 


manipulation of the screen; (2) it fits 
the lower section of the window, al- 
lowing installation or removal from 
the inside by raising the lower window 
section; (3) it fits into the exclusive 
Venti/Screen Uni-Fit Hangar, which 
makes the installation a simple oper- 
ation. Efficiency is assured by sealing 
in grease the spring that activates the 
roller. 


MUSICAL DOOR KNOCKER AB4601 

Combining the architectural beauty 
of a solid brass door knocker with the 
tonal beauty of door chimes, the new 
AuthOtone “Suburban” chime is an 
extremely simple, mechanically oper- 
ated unit that mounts right on the 


. 
front door, with no added expense for 


wiring, push buttons, transformers, or 
batteries. One dulcet tone is sounded 


when the knocker is raised 
second tone when released. 
mounts on inside of door. 


NEW INSULATING WOOL AB4603 

The Armstrong Cork Co. has added 
insulating wool to its line of building 
materials. The wool is designed espe- 
cially for wall and ceiling installation, 


and a 
Chime box 


providing a highly efficient, light- 
weight insulating material Spun oí 


fine glass fibres, the wool is available 
in roll and batt blankets of various 
sizes, and in a nodulated wool form 
specifically designed for pouring in- 
stallation. Roll blankets and batts are 
manufactured in width to fit accu 
rately between joists and studs 16 in 
or 24 in. on centers. 


DOUBLE HUNG WINDOW AB4606 

A new double hung window with 
no weights, no chains, no pulleys, is 
now manufactured by the Mauro 
Safety Window Co., Inc. This new 
patented window with its exclusive 
feature assures easy and faultless op- 
eration under all weather conditions. 


The weights, chains and pulleys have 
been replaced with a new patented de 
vice which provides smooth, noiseless 
and non-rattling up and down move 
ment. 

The window can be safely cleaned, 
painted and glazed without removing 
screens or storm windows by anyone 
standing inside the room. It can be 
regulated to any angle desired for 
ventilation without creating a direct 
draft. 


TILTING CONCRETE MIXER AB4602 

A new 3-S tilting concrete mixer 
has just been introduced by the Muller 
Machinery Co. The machine is fur- 


nished with either pneumatically tired 
wheels with Timken bearings, or steel 
wheels, and is equipped with Briggs- 
Stratton engine, all-stee] drum bow! 
and a telescoping towing bail. 

It has a mixing capacity of 3 cu. ft 
of mixed concrete. 


American Builder, April 1946. 


SMALL STORAGE CABINET AB4615 
Youngstown Kitchen’s new “Roll- 
ing Door” cabinet is designed to fit 
under a regular wall cabinet and pro- 
vide extra space for small 
items, without interfering with the 
normal use of the counter below. 


storage 


The new cabinet has two shelves 
which provide adequate storage space 
for salt and pepper, spices, which the 
housewife needs close at hand. Made 
of white enameled steel, the cabinet 
has a door of burnished steel strips 
which slide up and back out of sight, 
like a roll-top desk. The door stays 
open or closed without catches. 


DOMESTIC WATER SYSTEMS AB4607 

The Weil double acting jet pump 
recommends itself to all rural house- 
holders. To the suction lift of the 
centrifugal impeller is added the push 
of the jet. This double action boosts 
the pump discharge pressure, and pro- 
duces exceptional capacity with a 


relatively small motor. 


A desirable feature is its adaptability 
to all types of wells. The same pump 
and motor unit is used for large-bore 


deep wells, small-bore deep wells, 
shallow wells, and (without the jet 
feature) for shallow well, large vol- 
ume, suction pumping. 

( Continued to page 124) 
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ROWE MANUFACTURING CO. 


704 Holton Street « Galesburg, Ill., U.S.A. 
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( Continued from page 122) 

NAILABLE STEEL FRAMING AB4608 

This metal framing, developed by 
the Great Lakes Steel Corp., Stran- 
Steel Div., is fabricated with a groove 
into which regular nails are driven 
and with holes into which screws are 
turned, enabling assembly by carpen- 
try methods. 


Joists are screwed to channel plates. 
Clip-on bridging supports the joists. 
Steel sheathing, over which concrete 
is poured, is nailed to the joists and 
hardwood flooring then is laid on the 
concrete. 


REROOFER SHINGLE АВ4609 

The Philip Carey Míg. Co. has an- 
nounced a new reroofer shingle. It is 
Dubl-Lok, a  wind-prooí asphalt 
shingle for economical and speedy 
reroofing. Only two nails are used 
per shingle, but there is a four nail 
hold-down, as the nails in the over- 
lapping shingles pass through the upper 
portion of the shingles below. Laying 
marks and nailing marks give roofers 
automatic spacing for quick nailing. 
The shingles come in'five color blends, 
are 16 by 18 inches. 


OVERHEAD.TYPE GARAGE DOOR AB4605 

А heavy gauge aluminum overhead- 
type garage door is now being manu- 
factured by Wilson Foundry & Ma- 
chine Co. The door is manufactured 


in one piece to fit all standard 8 x 7 
ít. door frames, and installation can 
be completed in a matter of minutes 


Heavy U-shaped bracing struts are 
provided for maximum structural 
strength, and the aluminum finish is 
corrosion- and rust-proof. With perfect 
balance, lifting mechanisms, only light 
pressure of the fingers is needed to 
jperate this new door. 


NEW WATERPROOFING COMPOUND 
AB4614 
Гһе Reardon Co. has announced а 
new product, Bondex hydraulic 
waterproofing, designed for stopping 
-erious leaks which occur in basement 


walls during rains. It contains recent- 
ly released ingredients not before used 
in a product of this type. 

Unlike Bondex waterproof cement 
paint, which was never intended to 
do more than bond with the surface 
and close up tiny surface cracks, the 
new material is definitely recommend- 
ed for treating major cracks and 
breaks. 

The material comes in 5-lb. pack- 
ages, also in 25- and 100-Ib. drums 


SEMI-PASTE REMOVER AB4611 

New counter display for Savogran 
Strypeeze semi-paste remover is now 
available. Printed in four colors, the 
display measures 11% х 14% inches. 
Any size container up to a quart of 
Strypeeze can be used with this dis- 
play. A unique feature is the separate 


Stays PUT! 


NO BENZOL, ACID, 
CAUSTIC, ALKALI 


S 
STRYPEETE 


REMOVER 


lifelike hand and scraper in brilliant 
red arranged to give the effect of re 


moving the finish from the back 
ground of the display 
SASH CORD GLIDER SADDLE AB4613 


The saddle is made of close textured 
hardwood impregnated with a special 
solution to make it moisture proof 
and permit the cord to slide easily. 
The slight friction set up in sliding 
also permits the use oí lighter sash 
weights by about 40 per cent. The 
saddles are available for standard 
pulley tappings, and are installed sim 
ply by driving them into position and 
locking firmly in place with a sash pin 
or screw in groove on each side. 
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BASE-RAY HEAT PANEL 


new construction and modernization. 


Replacing the conventional wooden 
baseboard, the new heat panel delivers 
radiant heat rays into the room at 
ankle height. In appearance it is a 
hollow cast iron unit 7 in. high and 
1% in. wide, connected with the usual 
heating boiler. The panels are in 
stalled on the outside walls in place 
of the regular baseboard and painted 
to match the woodwork of the room. 


AUTOMATIC HOSE REEL AB4610 

This reel is for use in homes, garages, 
factories, etc. Adaptable to any type 
sprinkler, the reel shuts water off auto 
matically. It is for use with heavy duty or 
standard 5$ in. hose, and will hold up ti 
75 ft. of hose. There is an interchange 
able fork for use with 100 foot hose. The 
holder is made of cast aluminum, there 
by eliminating rust. 


[his can be a permanent installation, 
either horizontal or vertical, and the hose 
is always ready for instant use. The unit 
is practical and convenient for many 
uses, including fire protection in the 
home, washing the basement, sprinkling 
the lawn and garden, washing the car, 
etc. The unit automatically shuts the 
water off, retrieves and rewinds the hose 


CHECK NUMBERS AND MAIL COUPON FOR 
INFORMATION 
American Builder, 105 W. Adams St., Chicago 3. Ill. 


NAME 


CITY... 


AB4601 
AB4606 
AB4611 


AB4062 
AB4607 
AB4612 


ADDRESS 


STATE 


AB4603 
AB4608 
AB4613 


A B4604 
AB4609 
AB4614 


AB4612 
Burnham Boiler Corp. presents this 
new heating unit, designed for both 


Ате 
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tion. HORSE TAIL CONTROLLER 


3 U. S. PATENT No. 587,763 
ISSUED AUGUST 10, 1897 
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of Hardware Will Do 
— Just to stretch a point, take a look at this patent dis- 
closure on Tubular hardware. It illustrates that Tubular 
hardware is not all alike, so you will find that it pays to 
1 give a little thought to the locks and latches used on the 
4 homes you build. 
There is a dollar and cents reason too. The dealer in your 
community handling Dexter-Tubular Locks and Latches 
ation will demonstrate that solid brass hardware can actually 
* hose cost less. 
e unit 
— How? Because the savings in installation more than 
kling J make up the difference. Dexter-Tubulars SAVE because 
* car, they install easier and faster. Dexter-Tubulars SATISFY 
s the because they are backed with a written Lifetime 
hose Catalog No. Type "M' 


guarantee. Spring Night Latch. Choice 
&f finishes: Polished brass or 


You have the three-way advantage of doing it faster, Cylinder Lock. Me extra 
easier, better when you use DEXTER-TUBULARS for M Ru sue A MR 


jour building. At your local dealer — complete informa- — 


tion and demonstration. 


NATIONAL BRASS COMPANY, Mfrs. 


Grand Rapids, Michigan 


MAKERS OF BUILDERS, CABINET, SCREEN DOOR 
AND SHELF HARDWARE 


тар 
BEVEL CROSS CUTTING A L L.A N G L E 


PRECISION 


COMPOUND MITERING 


АП the Comets make all the cuts— 
with extreme precision. The Junior, Clip- 
per, Senior, Senior 8 and Timber Cutter 
аге recognized for their adaptability in 
cutting operations. Ask Comet owners. 
Order from your dealer or write direct. 


CONSOLIDATED MACHINERY & SUPPLY CO., LTD. 
2029.33 Santa Fe Avenve, Los Angeles 21, California 
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Catalogs and 


HOW-TO-DO-IT INFORMATION 


221—BALANCED HEATING—with winter air conditioning fur- 
naces is the subject of a new folder produced by Perfection 
Stove Co. The advantages of Superiex Homogen-air heat- 
ing over other systems are outlined and illustrated, to show 
how an average temperature of 72 degrees is maintained 
throughout the entire room. 


222—-ADEQUATE RESIDENTIAL WIRING—{for single-family 
dwellings is shown in a new booklet from National Adequate 
Wiring Bureau. A floor plan illustrating correct wiring is 
the first feature of the book, with each room taken individ- 
ually further in the copy. In these drawings, necessary out- 
lets are shown as well as extra convenience outlets. It is 
designed to be of help to architects, engineers, builders, 
electrical contractors, sellers, buyers and home owners. 


223—ARTISTIC BUILDERS’ HARDWARE—items are contained in 
a catalog issued by Erco Mig. Co. Included in the pages are 
door handles, door knockers, lever handles, pull plates, name 
plates, and others. The items illustrated are made of cast 
brass, bronze, aluminum and nickel silver. All hardware can 
be supplied in various finishes. 


224—LATEST DEVELOPMENTS AND APPLICATIONS—oi{ Bakelite 
and Vinylite plastics are explained and illustrated in the cur- 
rent issue of Bakelite Review, published by Bakelite Corp. 
[t contains a number of interesting articles pointing out the 
various uses of the material. 


225—CLEANING, DRY SCRUBBING OR POLISHING—can be made 
easier by the use of a new cleaning pad, Sun Ray Wooler 
This is made for use with any disc-type floor machine. It is 
easy to apply—just place the machine on top of the pad and 
it will cling to the brush. It can be shaken out, thoroughly 
cleaned and reversed in position for still longer service. 


226—NEW METAL WINDOWS—are offered by Mesker Broth 
ers. The American Home window comes completely assem 
bled in one package, factory-fitted with wood surround and 
outside trim, ready for installation. It may be used singly 
or in combination to provide a variety of window arrange- 
ments. It is easily washed from the inside and provides space 
for venetian blinds within the window reveal. The only 
maintenance is occasional painting 


227—"AN ENGINEER LOOKS AT ILG'—the title of a new book 
published by the Ilg Electric Ventilating Co., tells the com- 
plete story of the book’s contents in just five words. This new 
publication is just that—a word and picture story of what 
a consulting engineer saw as he made a tour of the plant. 
Starting out with the manufacture of motors with special 
characteristics tor ventilating equipment duty, the book car- 
ries through the entire plant, showing each operation in the 
manufacture of all the Ilg items. 


SERVICE COUPON—CLIP ard MAIL іо CHICAGO 


Readers Service Department, (April, 1946) 
American Builder, 


105 W. Adams St., Chicago 3, Ili. 


Please send me additional information on the following product 
item, or the catalogs, listed in this department: 


Numbers 

Name 

Street 

City State 


OCCUPATION* 


*Please note that occupation mus! be stated if full service is to be given 


Amé 
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Knipe Joins Reading 
A. McCUEN, director of sales for 
* Reading Hardware Corp., has an- 
nounced the appointment of Norman 
L. Knipe, Jr., as sales manager. 


"то- узг 
E WHITE 


Ralph Stoetze!, Architect m UTsip 


NORMAN L. KNIPE, JR. 


Prior to service in the Navy, Knipe 
operated a lumber and building mate- 
rial supply concern in Lexington, 
Mass. Previous to that, he held the 

| position of manager, Residential Divi- 

| sion, Chrysler Corp., Airtemp Divi- 
sion. 


His job will be largely management 
EAGLE Ready-To-Use of he dela sales organization 


* $ + 


WHITE LEAD PAINT Steinbauer Resigns Position 


M. STEINBAUER, for four years 
* secretary-manager of National 


"Easy does it” 
when you specify 


Here's a paint with a new plus—greater brushability. It gives better, more Door Manufacturers Association, has 
Ais | resigned, the board of directors an- 
even coverage leaves practically no brush marks. It's a more satisfactory nounced 


paint for home owners, easier for painters to use. The velvety smooth- _ Mr. Steinbauer will join the Wabash 
та 2s ; Е › Screen Door Co, with headquarters 
ness of Eagle RTU is a triumph of Eagle-Picher research. in Chicago. His successor will be an- 
nounced shortly. 
During his management of the asso- 
Master architects and builders recognize that for 2000 years white lead ciation, many notable steps were taken 
in the industry. He has been identified 
closely with such projects as window 
Use White Lead Paint retains the qualities of the original white lead and door standardization, including the 
new modular standards for Ponderosa 
Pine windows and sash, continuing 
marvelous paint will give stalwart protection to the surfaces of your research on preservative treating, 
product development and improve- 
ment, and various problems created 


From the original white lead formula 
has had no equal for durability, beauty and economy. Eagle-Ready-To- 
formula, adds new convenience. It is ready to open, stir and apply. This 


buildings. It dries to a whiter white, doesn't crack or scale, but “breathes” 


with the surface. It ages gracefully by even chalking by the wartime emergency. 
Two forms: Primer Sealer and Outside White. One, two, and five * €* 8 
gallon pails. Victor Electric 


| Announces Appointments 


THE EAGLE-PICHER COMPANY [38 ROMOTION of several officials of 
1). Obi , Victor Electric Products, Inc., has 
W aay S AM ct been announced by C. L. Harrison, 

Member of the Lead Industries Association PICHER 


| 
| 
| president 
T. R. Harris, who has been general 

manager for the past three years, was 
| elected vice president and secretary; 
| L. E. Gaut, who has been general 
sales manager since 1944, was elected 
vice president in charge of sales; H. 
F. Doll, who has been chief engineer 
for the past ten months, continues in 
that capacity and now heads all engt- 
neering, tool design, drafting, inspec- 
tion, model and laboratory activities. 

I. E. Ross has been appointed as- 
sistant chief engineer 
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KINNEAR 
MOTOR OPERATOR 


Ae THESE ARE 
«SN THE FACTS 


No.1—STRONG AND FLEXIBLE. Re- 
silient strength is a key feature of the 
time-proved interlocking-slat con- 
struction of KINNEAR Rolling 
Doors. These doors resist weather, 
wear, and fire; withstand extra years 
of constant day and night use! 


No. 2—SMOOTH OPERATION. The 
spring-counterbalanced, coi/ing up- 
ward action of KINNEAR Rolling 
Doors is quick and easy. Smooth, tug- 
free operation is the result of individ- 
ually engineered installations. 


No. 3— SPACE-SAVING. The steel 
slat curtain rolls out of the way, stores 
compactly above the lintel, never im- 
pedes traffic or plant activity. All sur- 
rounding floor and wall space is fully 
usable. Materials stored close to 
doors do not restrict their operation. 


No. 4 — ECONOMICAL. Durable con- 
struction, smooth operation, and 
space-saving features of KINNEAR 
Rolling Doors аге mainstays of econ- 
omy. These doors increase efficiency, 
save time and manpower, reduce 
maintenance costs. 


No. 5 —MOTOR OPERATION. Motor- 
operated KINNEAR Rolling Doors 
Offer extra time-saving convenience, 
and promote prompt door closure 
that saves heating and air-condition- 
ing costs. Push-button control sta- 
tions can be placed at any number of 
convenient points, and any number 
of doors may be operated from a sin- 
gle point. (Motor operators may also 
be added to your manually operated 
KINNEAR Rolling Doors.) 

Pin your door needs down to these 
KINNEAR advantages. Write for 
details! 


+ е 
The Kinnear Manufacturing Company 
Factories: 1560-80 Fields Ave., Columbus 16, Ohio 
1742 Yosemite Ave., San Francisco 24, Calif. 


Offices and Agents in All Principal Cities 


INN EAR 


ROLLING DOORS 


Saving ways 
in Doorways 
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Ruberoid Wins Award 
CERTIFICATE of public service 
issued in honor of brand names 

which have been in use for 50 years 

or more, has been awarded by the 


Brand Names Research Foundation to 
The Ruberoid Co. 


The award was made at a testi- 
monial dinner in New York City, and 
similar awards were made to a number 
of well known brand names. 

The certificate was presented by O 
A. Buckingham, chairman of the 
Brand Names Research Foundation 
and received in behalf of the Ruberoid 
organization by Samuel Р. Моћи 
executive vice president. 

+ + „ 


Corbin Promotes Metz 
RANK MILLER, general sales 
manager for P & F Corbin Division, 
American Hardware Corp., of New 
Britain, Conn., has announced the ap 
pointment of John A. Metz as Chicago 
district sales manager. 


JOHN METZ 


Mr. Metz joined the Corbin organi 
zation in 1923, Assigned to the Chi 
cago district office, he first represented 
the firm in Illinois, Indiana and Ken 
tucky. 

About six years ago, he was trans 
ferred and served as sales represen 
tative in the territory covering part: 
of Iowa, Missouri and Wyoming, an 
the entire states of Nebraska and 
Colorado 
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March circulation ran to 2,697,000—highest in our 


March advertising linage and revenue ran highest in 
our history. 


T+ 
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That high rate of readership 
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ave so many millions of people been so 

red aps interested in building new homes 
` remodeling old ones. And Botter 

Homes & Gardens is the magazine they 

turn to for help: an F. W. Dodge Report 
rvey in 1940 found that 7 ovt of 10 

f all new-^5ome-building families 

ead BH&G (farms excluded). 
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> "know-how" magazine 
people who are in the business of 
illy living in a home—and covers 


erything from new roofs to rosebushes, from 


tchen-dining room ideas to closets where 
re is no space for closets, from 

ting the face of a Victorian nightmare 
starting from scratch in a brand-new 
livision, from utility rooms with every 
k-saving appliance in the dictionary to 
to use a pressure cooker. 


wonder BH&G readers are such an open-minded, 


r audience for your ideas Their big 
rest is home in the first place, or they 
in't be poring over BH&G every month; and 
ve made them an informed audience. 


e do you think you could possibly find any 
r 2,697,000 comfortably fixed families who 
1 be as intelligently interested in what 
ell for homes, and whose interest would 
as good a chance to be translated 
ga Jon * 


and Gardens 


(TIT DS 


a 
THERES "mon 


LIKE OME 


— and no place like Better Homes & Gardens 


to sell everything that goes into homes 


CIRCULATION 2,697,000 


comfortably fixed families whose big love is their home 


Speed up the slow part 
of remodeling jobs with с 


STANLEY ELECTRIC HAMMER 


Take the drag out of remodeling jobs...cellar modernizations, 
porch and step jobs, and additions. Punch through the heavy 
foundation drudgery with a Stanley Electric Hammer and get 
into the construction that impresses the customers and makes 
you the most money. 


No auxiliary equipment needed...convertors or control boxes. 
Just plug into house current, A.C. or D.C. Easy to use, tough and 
dependable as all Stanley Electric Tools. Extra strong duralumin 
housings and heavy coil spring to take up shock. 


The Stanley Electric Hammer drills, chips and channels in 
concrete, stone or brick, chisels wood; vibrates concrete forms; 
scales rust; tamps concrete...carries through on the tough jobs. 
Write for information: Stanley Electric Tools, New Britain, Conn. 


STANLEY, 


Trade Mark 


STANLEY ELECTRIC TOOLS 
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MacArthur & Smith to 
Represent New Castle 


NNOUNCEMENT has been made 

by New Castle Products of New 
Castle, Ind., of the recent appointment 
of MacArthur & Smith, Inc., Chicago, 
as representatives in Northern lllinois 
and Northern Indiana. 

They will have exclusive distribu- 
tion of Moderníold Doors in this ter- 
ritory with M. D. Price in charge as 
sales manager. Mr. Price has had 
an extensive background in the field 
of advertising and sales promotion. 
MacArthur & Smith, Inc., also repre- 
sent several other important products 
in the building field. 


e v9 à 


Bruce Personnel Changes 


THE appointment of Ben A. Vaughan 
as sales manager, Flooring Division, 
has just been announced by E. L. 
Bruce Co. He first joined the Bruce 
Co. in 1922 as shipping clerk. He 
first became connected with Bruce 
flooring sales in 1928 and served as 
district sales manager for the New 


Rr 


BEN A. VAUGHAN 


England States for several years. ln 
1942 he was brought back to Mem- 
phis to become assistant sales man- 
ager of the Flooring Division, which 
position he held at the time of his 
promotion 

Another personnel change is the re- 
turn „г Willard B. Ward from the 
Navy. Mr. Ward will be assistant in 
the Lumber Procurement Division. 

* + + 


Evans Products Open 
Training Program 


N international program to instruct 

and train distributors and their 
representatives in the operation and 
servicing of products of the Heating 
ind Appliance Division of Evans 
Products Co., Detroit, is being or- 
ganized by C. C. Van Wagoner, newly 
appointed service manager 

His program includes the training 
of dealer's service departments 
throughout the United States, Canada 
and Mexico. Westinghouse Electric 
Supply Co. will handle distribution of 
he Evans oil-burning home heaters in 
he United States and Mexico, and 
"airbanks Morse Co. will handle dis- 
cribution in Canada. 
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Sherlock "Homes" also 

says: "Save the sur- 

face and the insula- 

es tion core and you save 

a all.” And that’s just 
what ENCASED NAILING does! It’s an ex- 
clusive, scientific process in which Inselbric 
prefabricates the nail holes at the factory 
—fourteen of them in every panel. With- 
out a single tear or break anywhere. Every 
panel solid! Unbroken! Perfect! Because 


MASTIC ASPHALT CORP. 


Makers of Inselbric and Inselstone 
SOUTH BEND, IND 


You can tell it's 


by the ENCASED 
NAILING... pre- 
fabricated nail holes 
that form the 
perfect seal.. 


that prevent 


moisture pene- 


tration and add 


longer life 


the tailor-made nail holes, filled with pli- 
able mastic, permit the rust-proof nails to 
pass through smoothly; to become wedged 
solidly in the sealing composition; and to 
close the last port of entry. The perfect 
seal that prevents moisture penetration 
and insures longer life. That's why 
Encased Nailing is important. And that's 
why leading dealers everywhere prefer 
Inselbric—they know it makes selling 
easier, and more profitable. 


JONES & BROWN, INC. 


National Distributor 
PITTSBURGH, PA 


"USE YOUR ATTIC" 


Write for Free 

Literature and 

Name of Nearest 
Distributor. 


THE MARSCHKE CO. 
$T. PAUL 3, MINN, 


MU 
yee, 


705. 


AUTOMATIC DIAMOND 
POINT DRIVER 


Speed ap peur glazing of sash and frames and 
mirrera, Jen онбу eun hand. &utematically drives 
DIAMOND POINTS af machine-gun speed inte 
hardest weed. 160% efficient from any angie. 
Pointa cant drap eut. Nelds a clip ef 100 Dia- 
LR 


Diamend Points are made in 3%’ and in 1/2” 


lengths. 109 t» the stich. WI net correde. Will 
LN س‎ 


RED DEVIL TOOLS. 
Irvington 11, N. J., U. S. A. 


GLASS CUTTERS + GLAZ!ISRS POINTS * GLASS PLIERS 
* PAINT CONDITI 


. газ 
1008 DANDING MACHINES - ELECTRIC Ремса 5 


Don А. Campbell 
to Advise Wyatt 
on Lumber Problems 


DON CAMPBELL 


NE of the country's leading experts 
on lumber, and a man respected by 
all branches of the nation's lumber in- 
dustry, Donald A. Campbell, Leb- 
anon, Ky., has been appointed to the | 
staff of National Housing Expediter | 
Wilson W. Wyatt as a special con-| 
sultant on lumber problems arising | 
jut of the Wyatt Veterans Emer- | 
gency Housing Program 
\ lumber dealer in his home town 
since beginning his business career, 
‘Don” Campbell is also Mayor of | 
Lebanon and vice-president of the| 
Marion National Bank there. | 
In 1936 he was president oí th« 
Kentucky Retail Lumber  Dealers'| 
Association and, in 1937, was chosen| 
president of the National Retail Lum- | 
ber Dealers' Association—the young 
est man ever to attain that high office. | 
During the war, from October of 
1942 until October of 1945, he served 
with the War Production Board in| 
charge of production and distribution | 
of lumber. In this responsible position | 
he rendered distinguished service to| 
his country and the industry, being 
the major factor in keeping the vast | 
lumber industrv geared to maximum | 
production to meet the tremendous 
lemands of the war and also pr« 
venting the breakdown of the civilian 
distribution system 
innouncing the 
( impb 11 Mr 
would work directly 
industry and act 


ippointment ot 
Wyatt said he 
with the lumber 
is liaison officer with 
other government agencies concerned 
with bre bottlenecks in lumber 
production and distribution, one of 
the primary problems in achieving the 
roals of the Watt Veterans Emer 
gencv Housing Progran 


^ 
kine 
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BUILDERS! You’re Going to 
Need This Electric Tool 


The Wodack "'Do-All'" is an electric hammer 
for drilliog and chipping concrete and masonry 
With hammer member removed it is a powerful 
ball-bearing electric drill that drills up to % in 
steel and 34" in wood. Insert an arbor in the 
chuck and it becomes a portable electric grinder 
and buffer. Mounted on its grinding stand or 
drill stand it is a stationary power tool. 


Star drills are available in !4" to 1% diameters 
Also bush hammers, raggling chisels, cold chisels, 
and tools for cutting, channeling, roughing, calk- 
ing and vibrating. Write for Bulletin 630 that 
gives full information and prices. 


WODACK ELECTRIC TOOL CORP. 


4627 W. Huron St. Chicago 44, Ill. 
Telephone AUStin 9866 


WESTERN 


KITCHEN 
VENTILATORS 


IMMEDIATE 
DELIVERY 


| 
DELUXE MODEL 
25,000 now in use 


PRE-WAR QUALITY 


All exposed parts heavily chromed 


EASY TO INSTALL 
Western Appliance, Inc 


5650 Grand River Ave., 
DETROIT 8, MICH. 
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x PERMANENCE 
x ECONOMY 
X BEAUTY 


The use of TYLAC, the enduring, modern wall covering is not restricted to the home. While it greatl 
enhances the beauty and utility of a kitchen, bathroom, game room or powder room, etc., its use vili 
also lend a streamlined, modern atmosphere to the store, office, hospital, theatre, night club, restaurant, 
show room or market. 


Miracle Walls are personalized to suit the owner's tastes either in new construction or 
remodeling. There's a delicate pastel shade and basic pattern available for every 
purpose to provide colorful interiors of lustrous beauty that moke sales. 


With TYLAC drab rooms quickly and inexpensively become bright, cheery interiors 
with a durability that will withstand damage by household acids, fats and oils, fruit 
vices, hot water or even alcoholic beverages. TYLAC will not chip, crack or craze. 


Because of the continued unprecedented demand 
for TYLAC products immediate shipments cannot 
be made. Be wise—place your orders now and be 
high on our early delivery list. 


TYLAC CUMPANY MONTICELLO, ILLINOIS 


ae 
AMERICAN 


FLURESIT 


MASONRY 
WATERPROOFING 
PRODUCTS 


Nationally Advertised in 
The Saturday Evening Pest 


pP CONG 
CONCRETE 
CEMENT BLOCK 
BRICK and STUCCO 


WALLS 


Inside or Outside 


ADD * 


Thee AMERICAN FLURESIT co., Inc 
635 ROCKDALE AVE., CINCINNATI 29, О. 


Sell 
Stainless Steel 
Sinkbowls 


Legion sinkbowls, made of solid stainless 
steel or single clad, offer many advantages. 

They are seamless drawn . . . No burrs, 
rough edges, ridges or grooves to cause 
corrosion or lodging of dirt... No leaks, 
more rigidity and longer life... Oblong, 
square, round or oval shapes... Drain 
holes inserted anywhere in the bottoms. . 
Light in weight. 

Write for catalog sheet. We will quote 
prices and delivery dates. 


Long Island City 1, М.Ү. 


Drastic Regulations on 


| Many Building Operations 
| Imminent 


new restrictive order aimed directly 
at the building industry is being shaped 
in Washington. Modeled on the wartime 
L-41, the new regulation hatched by the 
Civilian Production Administration and 
the National Housing Agency will dras- 


| tically limit the kind and amount of 
| work that can be done, especially by 
| small builders, by denying them mate- 


rials. In its present form it will also 


| virtually eliminate repairs, moderniza- 


tion and conversion on existing homes. 
Under the plea of necessity due to 
the veterans' "housing emergency" the 


| new order will require specific per- 


mission to begin construction or repair 


| jobs of every kind, except for these ex- 


emptions: housing, including farm 
housing, $200; apartments, commercial 
and farm buildings, $1000; public build- 
ings, $5000; industrial buildings, $15,- 


| 000; any others, $200. Thus it appears 


that a permit for a remodeling job cost- 
ing more than $200, for instance, would 
be granted only where the application 


| indicated that a new housing unit to be 


held for veterans' occupancy would re- 
sult. But, where L-41 was limited al- 
most entirely to remodeling restrictions 
of this sort, the new proposed order ap- 
plies the same yardstick to repairs. It 


| would further appear that even a re- 


roofing job, unless made necessary by 


| fire, hurricane or other casualty, would 


be disapproved unless a veteran will 
live under it. 

Another order now in process re- 
quires plywood manufacturers to pro 
duce 50 per cent in softwood grades. 
Of this production, 5 per cent goes to 
the makers of fir doors; the remaining 
45 per cent is divided, 60 per cent to pre- 
fabricated house manufacturers and 40 
per cent to conventional builders. 

Further orders in prospect indicate 
that both NHAdministrator Wyatt and 


CPAdministrator Small have been sold | 


AS American Builder goes to press a | 


“a bill of goods” by proponents of pre- | 


fabrication, and are going to use their 
ilmost unlimited powers to grant most 
favorable advantages to creators of 
that tvpe of construction. This is most 
significant because of the fact that both 
of these officials, and others in control, 
have been presented with complete cost 
breakdown figures to prove that con 
ventional builders cannot only com- 


| pete with the "prefabbers," but can even 


better their performance. 

The Long Island, N. Y. Home 
juilders Institute, for a recent example, 
took an actual prefabricated house on 
display in a Manhattan department 


| store, retailing for $3.045 plus $225 


| merelv a 


delivery and erection costs. This was 


"shell" — minus plumbing, 


| heating. electrical and many other re- 


| 
LEGION UTENSILS CO. 


40th AVENUE & 21st STREET 


quirements — and was so advertised. 
The Builders Institute committee. how- 
ever, showed that thev could erect the 
same unit for $1,823.21. In this case, 
the cost of the prefabricated joh was 


| 79 per cent higher than if provided by 


conventional building. 
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“A SIX ROOM HOUSE, $2800 


Complete, Ready for You 
to Move In” 


by GEORGE W. PEARCE 


The author, a mechanical engineer, 
reviews the history of housing and 
shows how building costs have risen in 
the last 150 years until few families 
can buy a house adequate for their 
needs 


He then describes how, by the use of 
various money-saving building methods, 
a large, modern, 6-room, thoroughly in- 
sulated, fire-resistant, 2-bath bungalow 
with garage can be had most anywhere 
in the United States for $2800.00 de- 
spite the present shortages and prices. 


Included with the book are 10 folded 
drawings, 18" long x 12" wide. These 
drawings by Mr. Pearce show all the 
details of construction for this house— 
the wiring, the plumbing, the automatic 
oil heating system and the fluorescent 
lighting. The book is devoted to show- 
ing how similar savings can be made on 
any house of any style, size or floor 


plan. 


А very readable and interesting book. 
Every prospective home owner should 
have a copy. 138 6" x 9" pages, 26 il- 
lustrations, leatherette bound. 10 large 
drawings. 


Send $2.00 to TECHNICAL PRESS, 
Box 6U, Swampscott, Mass., and your 
copy will be rushed to you postpaid. 
Distributed solely by Technical Press— 
Not sold in book stores. 


PALLETS 


CEMENT BLOCK MACHINES | 


Cast aluminum, strong, accurate, economi- 
cal. 8х8х16”, 2-cell size for Appley Little 
Giant, George, Graveley Better Built and 
other popular machines, 65c each. Other 
shapes and sizes 38c to 97c. For quick 
service mail or express sample of your 
pallet. Prompt quotations and delivery. We 
make precision castings of every description 
to buyer's specifications. 


FLA. DIE CASTING FOUNDRY 


P.O. Box 1589, Orlando, Fla. 


SALESMEN — 


Regional Representatives 
Unusual sales opportunity for aggres- 
sive men selling Jobbers and Retail 
Hardware Stores. Experience valuable 
in hardware but not absolutely re- 
quired, if acquainted with Jobbers, Re- 
tail Hardware outlets and Lumber 
Yard trade. Old established hardware 
manufacturer expanding operations in 
material coverage needs good men in 
various sections of the country. Un- 
usual opportunity for permanent con- 
nection. Salary and bonus plan pro- 
vides above average earning capacity 
for men doing good work. 


Box 446 
American Builder, 105 W. Adams Street, Chicage, lll 
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Installation costs less with 


ARMSTRONG'S INSULATING WOOL 


YOU SAVE both time and 
money when you install Arm- 
strong's Insulating Wool. 

That's because this efficient 
Fiberglas* insulation is unusu- 
ally easy to handle and apply. 
It is light in weight—less than 
3 oz. per bd. ft. And it's so re- 
silient, so precisely cut to size, 
that it holds itself in place be- 
tween the studs while it is being 
nailed or stapled, leaving both 
hands free to work. 

Because the protective breath- 
er and vapor barrier papers en- 
case the rolls and batts on all 
sides, Armstrong's Insulating 
Wool in blanket form can be 
ubjected to abnormally rough 
treatment without tearing or 
lamaging the insulation. Even 


* TRADE PAT. 


MARK REG. U. S 


OFF. OWEN 


ARMSTRONGS BUILDING MATERIALS 


TEMLOK 


CORNING FIBERGLAS CORP. 


the packages are designed for 
quick, convenient handling. 

The springy glass fibers of 
Armstrong’s Insulating Wool 
give this product high insulation 
value plus low heat capacity. It 
will not burn, settle, decay 


AVAILABLE NOW 


All five types of Armstrong’s 
Insulating Wool—roll blankets, 
batt blankets, small batts, pour- 
ing wool, and blowing wool— 
can be shipped immediately. 
You can cash in on this new 
profit opportunity right away 

For complete data and sam- 
ples, write to Armstrong Cork 
Co. Building Mate- ! 
rials Div., 1604 Lime 
Street, Lancaster, Pa 


Other Eas y-to-Sell 
Armstrong Materials 


TEMLOK* ; the eff 

rent, cas) h indling Ar! l- 
ong fiberboard insula 

tion, available in sheatl 

ing, lath, and 

interior hnisl 


planks, and boards 


, 


MONOWALL** .. Arm 
strong's decorative inte 
rior finish wallboard in 
brilliant plain colors and 
ile-designs for kitchens, 
bathrooms, and all walls 
where easy cleaning is 
f greatest importance 


INSULATING WOOL * MONOWALL 


** REG. U. S. PAT. OFF. 


HOW AMERICAN 


мла 


8 а аа 


AREA 


Memphis repair and 
service room where Serv- 
iceman Grady Cox, ex- 
Marine, uses his mechani- 
col skill to keep floor 
sanders in tip-top condi- 
tion. 


Т... Memphis scene is duplicated by 
American Distributors throughout the country, 
day in and day out. Whether you are near Boston, 
Chicago, Dallas, Los Angeles or one of the other 
thirty-two major centers you can have the same 
dependable American floor machine service. 


It stands to reason that the more you use a 
floor sander—or any machinery for that matter 
—the more important it is that it should be 
serviced by expert hands. Time means money 
to the floor surfacing contractor and American 
helps keep the sanding drums rolling by its 
system of local service and supply centers. 
Write the Toledo factory for location of nearest 
American Distributor today 


The American Floor Surfacing Machine Company 


511 So. St. Clair St. Toledo 3, Ohio 
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FROM THE PAGES OF 
AMERICAN BUILDER 


90 YEARS AGO 


The bound volumes of American Builder contain such 
a wealth of interesting items covering all phases of 
the industry that we wish to pass them on to you. 


50 YEARS AGO — The hardwood bathtub has re 
cently been placed on the market. With the exception of 
the copper lining the whole of the tub is made of hard- 
wood. The tub has round corners, molded legs and raised 
panels, and is fitted with all-nickel plated waste and over 
flow, double compression or bath bibb and pipes to floor 
The tub is made in cherry, ash, oak and maple. Other 
styles of hardwood tubs are manufactured, having round 
or square bottoms and corners, turned, molded or carved 
legs, paneled and plain casings, natural wood finishes, or 
handsomely painted and decorated, and with and without 
fittings. 
* т * 


Wilcox Manufacturing Co., Aurora, Ill, are putting 
on the market a door hanger for inside sliding doors. The 
hanger is made entirely of steel, while the wheels are 
of vulcanized fibre to render them noiseless and are fitted 
with bicycle bearings. The track has more strength thar 
is ever required to sustain a house door. 


40 YEARS AGO — April, 1906—You may have 
noticed that on the front cover of this issue we have 
added a new line to our masthead, “Тһе World's Greatest 
Building Paper." Do you think we are claiming too 
much? Do you know of any building paper which ap- 
proaches the American Carpenter and Builder in the 
amount and quality of its reading matter, in the number 
and quality of its illustrations, in the number of trade 
subjects covered, or in the practical manner in whid 
these subjects are covered? 

We have been watching the trade papers pretty care 
fully and have yet to find one which approaches our 
magazine on these points. In fact, we consider we art 
so far in advance as to be in a class by ourselves. We аге 
made bold in this respect by the many kind words of 
praise from our readers themselves. We are determined 
to always merit this good opinion of our subscribers, and 
if in your opinion we at any time fall below the mark we 
trust you will not fail to let us hear from you. 


25 YEARS AGO — The Time to Build Is Now! 
The inactivity compelled by the long period of the war 
and its subsequent ills is being succeeded by wholesome 
enterprise. The "future" that we have talked of these 
many months is, in part, now present. Building has be 
gun ! | 

January, with two exceptions and both due to abnorma 
conditions, was the best January in ten years. Februar) 
was 32 per cent better than January. 

Only a few weeks ago New York City passed a (ах 
exemption ordinance applying to dwellings and in one 
single week the Metropolitan Life Insurance Compan) 
loaned $2,000,000 for “walk-up” apartments. 

Slightly earlier, the Corn Exchange National Bank o! 
Chicago started a campaign for “Own Your Home" ac 
counts. It produced more than 3,000 inquiries and 30 
accounts the first day 

As this goes to press, we learn that federal aid is under 
serious consideration. Does this seem like a time to wat! 


il 1946 


such 
es oí 
you. 


b has Te- 
eption of 
of hard- 
nd raised 
ind over- 
to floor. 
e. Other 
ng round 
)T carved 
1ishes, or 
| without 


e putting 
ors. The 
heels are 
are fitted 
igth than 


nay have 
we have 
Greatest 
ming too 
hich ap- 
r in the 
e number 
of trade 
in which 


tty care 
ches our 
r we are 
. We are 
words of 
termined 
bers, and 
mark we 


Is Now! 
the war 
holesome 
of these 
g has be 


abnormal 
Februar) 


sed a tax 
id in one 
Company 


| Bank o! 
ome" ac- 
| and 


1 is under 
> to wait? 


American. Bwilder, April. 1946. 


Give your clienta Indoor Comfort "De Luxe" 


... With 


Climatrol is a system for conditioning 
and handling air . . . which enables you 
to deliver "Climate Control" 


Climatrol is your assurance of providing home owners 
with True Indoor Comfort . . . and winning their 
lasting good will. You not only enable them to enjoy 
today's higher standards of indoor comfort, but you 
also put them in a position to take advantage of future 
developments which can be added to the original 
Climatrol installation, 


Indoor comfort depends upon the condition of the 
air in the home. When you install a system that is 


ke Ja 


MUELLER FURNACE CO. 


2016 WEST OKLAHOMA AVENUE, MILWAUKEE 7, WISCONSIN 


КЕС U. S. PAT. OFF. 


basically designed to treat and handle air — as a per- 
manent “built-in” feature of the home—you are creat- 
ing a sound long-range investment for your client. 


And when it’s a Climatrol system, you also know 
that you can depend on the performance record of a 
company that has specialized in home comfort for 89 
years. Each Climatrol unit is specially designed for 
efficiency with a specific fuel — gas, oil, or coal, 
whichever is preferred. There is a Climatrol unit to 
suit every home, in the complete Climatrol line. Con- 
sult your nearest Climatrol “comfort merchant.” 


Write for bulletins, 


140 


UNI-FORM Foundation Panels 
Mean 3 EXTRA Profits 


Time and labor saving features of the UNI-FORM 
System mean more profits on every foundation job. Simple 
to assemble with the UNI-FORM Tie which assures 
accurate forming and positive spreading, these lighter, easy 
to handle Panels are ready to изе... аге faster to erect, 
easier to strip and require alignment on one side only. 


Low unit cost and long life of UNI-FORM Panels make 
them the cheapest, most practical prefabricated foundation 
form you can use. From 75-100 re-uses of the Panels are 
possible before plywood replacement is necessary. The 
welded all-steel frames are virtually indestructible. 
UNI-FORM Panels will pay for themselves many times 
over in material and equipment savings. 


pe 


« 


With the UNI-FORM System, you can handle more jobs 
per man, more buildings per season... can set up these 
tight fitting forms and pour smoother concrete surfaces 
with whatever labor is available. Greater savings and extra 
profits from the economical use of manpower result. 


Complete details, specifications, prints and cost analysis 
of the UNI-FORM Foundation System are ready for 
you now. Write for more information abouf this new 
construction unit. Ask us to show you how 
UNI-FORM Foundation Panels can save you money and 
return profits on every foundation you pour. 


THEY’RE LIGHT 
AND EASY 
TO HANDLE! 


* ы 
U n 1 ۷ e r — a i Concrete Forms, Form Ties, Form 


FORM CLAMP CO. Systems, Reinforcing Supports 


Founded 1912 


Concrete Form Specialists for 34 Years 


1246 N. KOSTNER—CHICAGO 51 ** 


CLEVELAND DENVER HOUSTON Distributors In All Principal Cities 


BETTER SERVICE WHEREVER 
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Lumbermen Plead For 
Removal of OPA Controls 


EPRESENTING the National Lun. 
** ber Manufacturers’ Association 
in an appearance before the Banking 
Committee of the House of Represen. 
tatives in Washington last month 
Richard A. Coglan, Jr., declared tha 
under present price control policie: 
"the (Wyatt) housing program 
doomed to failure." : 

In his statement to the committe 
Coglan said that the lumber manufac. 
turers were asking the Congress fo; 
complete elimination of Office of Price 
Administration controls over their ir 
dustry because “The dilatory, unrea 
istic, inconsistent, and almost confis 
catory methods of the Office of Pr 
Administration in the pricing of lum. 
ber are the major cause of the large 
and tragic decline in the productio: 

The lumbermen were the latest ina 
parade of witnesses before the House 
committee asking that any congres. 
sional act continuing OPA for an 
other year specifically exempt their i 
dustry 


Manville Withdraws Lines 


\t about the same time the Johns 
Manville Corporation announced that 
it was temporarily withdrawing fror 
its building materials line certain item: 
on which manufacturing costs cannot 
be recovered under the present na 
tional price schedules allowed by the 
OPA 

Items being withdrawn include cer- 
tain types of asbestos cement shingles 
asbestos wall board, de luxe flexboard 
certain types of sheathing and some 
asphalt flooring products. 

The temporary discontinuance її 
manufacture of these lines, the an- 
nouncement said, was done "reluctant. 
ly," because the company is well aware 


of the urgent need for those building 
materials 


Retail Dealers Protest 


. Meanwhile, at their annual meeting 
in Spokane the Western Retail Lum- 
bermen's Association unanimously 
adopted the following resolution: "Wt 
believe that if the present policies art 
continued, it will make it impossible 
for the Office of Price Administration 
or any other agency, to prevent 4 
black market which will increase the 
cost of new homes to a point defeating 
the purposes of price control.” 


* 


Wall of Gabriel Steel Dies 


HE Gabriel Steel Co., Detroit, 
Mich. has announced the death of 
е E. Wall, sales manager, оп Feb. 

Mr. Wall was a well known figure in 
the building manufacturing industry, 
having been connected with the J. А. 
Utley Co., Detroit Steel Products, and 
Smith, Hinchman & Grylls, Inc., be 
fore going with Gabriel Steel Co. 4 
sales manager, which position he һа 
held for 26 years. 
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PRE-SEALED 


Douglas fir doors are avail- 
able pre-sealed to save on-the- 
job finishing time. Eliminates 
the need for one prime coat, 
reduces moisture, improves di- 
mensional stability. 


PRE-FIT 


Douglas fir doors are avail- 
able pre-fit to exact net book 
sizes to save on-the-job saw- 
ing and fitting and to reduce 
the danger of marring or 
“butchering”. due to dull or 
improper tools 


FACTRI-FIT 


Douglas fir doors are also 
available FACTRI-FIT — not 
only pre-sealed and pre-fit, but 
completely machined as well: 
gained for hinges and bored or 
mortised for locks, The slight 
additional cost is more than 
cffset by savings on the job 


* 


————— — ERN 


Douglas fir Doors 


Are Precision-Made to 
Save You Time 
And Lahor 


Douglas Fir « 
DOORS 


FIR DOOR INSTITUTE 
Tacoma 2, Wash. 


900 VIARDWARE 


MAKES YOUR CLIENT’S 


NEW ost 4 HOME 


Hardware is the last detail to go on the new house— 
but it’s the first that your clients and their friends 
see when the building is completed. 


The knocker on the доог... the latch to unlock it 
... the hinges that swing it open to welcome the 
new owner... and then, throughout the rooms,— 
good hardware can make that house a home. 


You will be doing your clients a double favor if 
you call hardware to their attention early during 
the planning. It will save them money in the end, 
avoid dissatisfaction over this important detail of 
utility and beauty, and will give them true con- 
fidence in your recommendations. 


. Recommend allowing at least 2% 
of the contract price for hardware. 


These simple 
recommendations 
assure client 


. Urge selection within a week after 
the contract is awarded. 


. Insist on “3 hinges to a door.” 


. Make selection from the McKinney 
catalog of authentic designs. 


PiT*1T$8BURGM 12 PENNSYLVANIA 
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INSL-COTTON 


INSULATION 


Wt fln Seth. 


Insl-Cotton’s live, springy fibers possess unusual 
resiliency—they won’t pack or settle. Once in- 
stalled, Insl-Cotton stays fluffy and efficient 
throughout the lifetime of the building it insulates. 
Time or vibration will not pack it down—it 
actually gains in efficiency. Lightweight, easy to 
install, safe to handle, flame-proof, moisture and 
vermin resistant, Insl-Cotton offers decided bene- 
fits to both the architect, contractor, builder and 
dealer. 

"Mounted cotton insulation has never been 

known to settle after installation."—Office of Dis- 
tribution, War Foods Administration. 
* ALECL-No other insulation except 
flame-proof cotton insulation made under Federal super- 
vision can make this claim. The government tests and 
certifies all Insl-Cotton insulation. This protects you. 
INSL-COTTON EXCEEDS TECHNICAL REQUIRE- 
MENTS for approved insulation in FHA, FPHA and HH- 
1-528 specifications. Density pound per cu. ft. 0.875, Mean 
Temp. Fahr. 72°, Conductivity or (K) value 0.24. 


A NATIONAL AUDIENCE FOR A BEST SELLER 
INSL-COTTON — Now Advertised from Coast to Coast 


A consumer audience throughout the United States 
is now being told the story of Insl-Cotton insulation 
—it is being sold on the advantages of comfort 
and fuel conservation Insl-Cotton brings to their 
homes. This national advertising is making the 
name INSL-COTTON uppermost in the nation's 
mind as the ORIGINAL flame-proof, fire-retarding 
cotton insulation—it is creating new sales and 
profit for you. 
DEALERS . . . DISTRIBUTORS—Some Territories still open for 
competitively priced Insi-Cotton. Write today for details. 


INSL-COTTON DIVISION 
TAYLOR BEDDING MFG. CO. 


The Originators of Flame-Proof 
Fire-Retarding Cotton Insulation 
TAYLOR, TEXAS 


INSL-COTTON DIVISION 
Taylor Bedding Míg. Co., Taylor, Texas. 
Gentlemen: 
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Я 
1 
i 
i 
1 
1 
| 
1 
1 
! 
1 
L] 
E 


Please send specifications and full information on INSL-COTTON 
S a — —— 
ADDRESS 


CITY AND STATE 
Am interested in: [ Distributorship 


O Architect U Contractor 
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On outer-walls, Insulite 
Bildrite Sheathing, asphalt 
pt treated throughout the 
T- board, builds a wind-proof- 
nd ed, weather-tight wall of 
E. high insulation efficiency, 
H. superior bracing strength 
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wt VAPOR CONTROL INSIDE 
sir 1 
he Insulite Lok-Joint On inner-walls, Insulite 
а Lath, with asphalt I : e 
\ 5 a - Lok-Joint Lath builds a 
barrier against the Е * 
в second wall of insulation, 
9 studs, retards vapor а strong, rigid plastering 
nd travel. And Insulite ’ 


sheathing, being surface. 


permeable to vapor, 
permits what little 
vapor that escapes 
the barrier to pass 
toward the outside. 


|. INSULIT 


Insulates as you build 


The original wood fiber structural Insulating Board... made exclusively from wood 


= 


INSULITE 


Minneapolis 2 
Minnesota 


« 
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_ for the best service from Asphalt Shingles... ? 


NAIL IT DOWN-RIGH T! Accurate nailing assures 
greater wind resistance. Use the 6- or 4-nail method, 
depending on wind conditions, and place nails no higher 
than indicated in these diagrams. 


WARNING! Do not nail any higher than shown. Nailing 
in these positions increases resistance to lifting and 
tearing. It also keeps the nails in the thick butt portion. 


THE TEXAS COMPANY 


.. manufacturers of Texaco Asphalt Shingles and Roofing 
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is the spice of 


Whether you build 6 houses or 60, no kitchen 
or dinette floors need to be alike with Kentile. 
That's because we've styled Kentile with a 
knowing eye to the needs of builders, the de- 
sires of decorators, and the tastes of women. 


Kentile squares are flexible to handle, easy 


e гоо 


- 


KENTILE Floors! 


to lay. You know that! They come in a wide 


range of brisk, smart colors in solid and 
marbelized effects. Which means you can 
work out borders, patterns and color combina- 
tions with ease and versatility—and without 


extra time or labor costs. 


FOR KITCHENS, DINETTES, BASEMENT PLAYROOMS 


Kentile takes abuse scuffing heels, scraping chairs, 
spilled foods and liquids, dropped lighted cigarettes- 

without showing any sign. Kentile tends to cushion 
sounds and is comfortable underfoot. Soap and water 
mopping keeps it clean. Kentile colors go straight 
through— which means a fresh, young floor for years. 


KENTILE 


ade Mark 


If you'd put utmost value into your houses— if you'd 
give Mrs. America the modern, smart labor-saving 
living she wants, look to Kentile asphalt tile flooring. 
Our big handsome color booklet tells the whole 
story. Ask your flooring contractor to send you a 
copy or write us to mail one— without obligation. 


DAVID E. KENNEDY, INC. 
61 Second Avenue, Brooklyn, N. Y. 
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TAKES "ЕМ IN STRIDE 


Ame 


Profit from fresh air 7 


Sure—it's a breeze! Offering 
health, comfort and efficiency, 
fresh air is profitably salable 
all year ‘round, E 
remember, аа is going 
mass market.* er 


— 


D Architects and builders have been quick to There are Victron Ventilating 
use “Over-the-Top” Door Equipment be- 


cause of its versatility. It can be installed on 

standard or mill-made doors, weighing up to Fans for every one of the 3 
720 lbs. and having openings from 6’ 6" high . А 

and 7’ wide up to 12' high and 18' wide. “Оуег- big markets—for the builder 
the-Top” Door Equipment requires only from 

214" to 6" headroom, depending on size of door. {+ {ог the owner 

It is simply made, easy to install, and costs less | CO 

than most overhead door devices. Write for new and a new model for window 


brochure containing complete details. 


installation. CA, 


Don't miss your share — 


profit from fresh air 


with these Victron мей» 
better living for the user = Ere 


cash for the dealer an 


a "must" for the architect. 
Write today for full details! 


“ask your architect 


FRAN TZ — à uo e uc 


FRANTZ MANUFACTURING CO., STERLING, ILLINOIS 
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` ALUMINUM WINDOWS 
11 saue valuable time 


Here are features every builder appreciates—especially 
with today’s high labor costs. 


ALWINTITE Aluminum Windows are light weight and 
extremely easy to handle. They are supplied completely 
assembled, ready to erect. There’s no hardware to ap- 
ply, no pulleys, weights or cords to install. Just set the 
window in place, anchor it with nails, or wood screws 


and the job is finished. 


And that’s not all-ArwivTITE Aluminum Windows 

require no painting—either at the time of installation 

or ever after. Think what a saving this will mean to 
c 0 


you as well as the new home owner. 


i 


* 
OPTIONAL MUNTIN ARRANGEMENT 


42 


AT "^ ALWINTITE Aluminum Windows are priced low 
; enough to permit their use in even moderate and low 
cost homes. You can use them, too, for apartments and 

other residential buildings. 


As production is accelerated ALwintite Aluminum 
Windows will be warehoused and distributed national- 
ly by leading building supply firms. For complete in- 
formation and for name of your nearest distributor, 
2440 write to Dept. AB-4. 


SIZES ALSO AVAILABLE 


бт MOT SHOWN ARE . THE ALUMINUM WINDOW CORPORATION 


No, 3050 — 3'x 5' 


A subsidiary of General Bronze Corporation 
No. 3054 == 3° к 5' 4" 


34-20 Tenth Street Long Island City 1, N.Y. 


12 STOCK SIZES—4 STYLES 
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/ “SASH BALANCE 


Jusf three screws, quickly and easily placed 
will install a Grand Rapids Invizible Sash 
Balance. This simplicity and ease of instal. 
lation is but one of the more commendable 
features that will prove a great factor in 
the great building program that lies 
ahead. And a factor in profits, also. 


No tapes or cables or exposed tubes. 
Actually, six simple steps to install. No 
odd sizes, Amazingly durable, smooth, 
quiet and dependable in operation. 


The saving and extra satisfaction realized 
on Grand Rapids Invizible installations has 
already been fully substantiated by the 
experience of scores of leading contractors. 


This catalog contains complete informetion on 
sash balance sizes, directions for installing, etc. 
— all fully illustrated. 


GRAND RAPIDS 
PULLEYS 


No. 103 
E] Face plate, 
cone bearing 
type 


No. 175 


Drive type Е 
saw tooth 
pulley 


NOS. 103, 175, 109 AND 110 COVER 
95% OF ALL PULLEY REQUIREMENTS 


GRAND RAPIDS HARDWARE COMPANY 


GRAND RAPIDS . ° MICHIGAN 


Send for Sash Balance Catalog | 


| 
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It's got the 
EDGE 


in strength!" 


Ате 


MULTI-STRAND EDGE 


For your next wire screening job—select MULTI-STRAND. It's 
got the edge in strength—in quality—and it stays put. Multi- 
Strand has a patented re-enforced edge that makes it easv to install. 


This exclusive edge gives your customers strength where needed 
most—in the edge. It helps protect your reputation for good work- 
manship—assures a better all-around job. 


Multi-Strand wire screening is available from your dealer in ? 
brands—OPAL, zinc coated; LIBERTY BRONZE; and ALDURA 
ALUMINUM, made from Alcoa Alclad Wire . . a type for ever) 
purpose and purse. Look for the printed edge, your guarantee ol 
quality. 


FREE FOLDER — Reasons Why "It's Got Tbe Edge.” A special 
folder of interest to contractors and builders is vours free. Seod 
for your copy today. Write 


NEW YORK WIRE CLOTH COMPANY 
500 Fifth Avenue New York 18, N.Y. 


OPAL- LIBERTY BRONZE *ALDURA 
WIRE SCREENING 
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For good looking strong 
weather resistant masonry 


Build good-looking, strong, weather-resistant 
masonry with this "winning hand"— proper 
architectural design; good masonry units; 
excellent workmanship and above all, BrikseT 
Masonry Cement. This cement is highly recom- 
mended for making a wall weather-tight and 
resistant to water passage. It’s the mortar 
cement that makes a perfect bond in every 
joint . . . a beautiful masonry wall. 


BrikseT has a high water-retaining capacity 
to resist the masonry units absorbing efforts 
and to prevent rapid stiffening of mortar when 
placed on a unit. More, it resists contraction 
and expansion caused by moisture and tem- 
perature changes. BrikseT has a minimum 


8 


shrinkage during the entire hardening process 
which prevents separation cracks between 
mortar and units. Its strength surpasses 
Government specifications. Here's a masonry 
cement with a minimum of water soluble 
salts or alkalis that may cause efflorescence. 


Masonry contractors like BrikseT because 
it is highly plastic, spreads easily, hardens 
uniformly and penetrates into every pore, 
striking off cleanly and without weeping. 
Ready to use when delivered on the job. Use 
BrikseT for the finest, strongest, weather- 
resisting masonry. 


MEDUSA 


PORTLAND CEMENT COMPANY 
1002 Midland Building, Dept. C · Cleveland 15, Ohio 


€ ES 
ر‎ 3 


TRENGTR 


Use Medusa SPECIAL CEMENTS for special work 


Photo Courtesy 
Marshall Field & Co. 


p 
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Distinctive styling in any building begins 
with correct planning . . . naturally includes 
correct hardware. Builders hardware styled 
by SAGER embodies the complete cycle 
of traditional period design. Each SAGER 
product, in a full and complete line, is 
authentic, a characterful reproduction of 
the original . . . combined with durability, 
convenience and ease of installation. 
Buildershardwarestyled by SAGER insures 


both character and lasting satisfaction. 


BETTER STYLE IN BUILDERS HARDWARE by 


SAGER) 


NORTH CHICAGO, ILLINOIS 


| 
| 


| 
| 
| 
| 
| 
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Thats Wright! This tile keeps its color to the end be- 
cause the colors are not merely on the surface . . . they 
go clear through. It is possible to produce this extraor- 
dinary tile in the lighter, lovelier shades that lend them- 
selves so well to modern decorating, in addition to the 
richer, darker shades for floors where practicality is of 
prime importance. 


Wrightflor is compounded from synthetic rubber and other 
virgin materials moulded and vulcanized under 
high temperature and hydraulic pressure . . . resulting in 
these outstanding advantages: 


1. Smooth, high density surface 4. The numerous attractive mot- 


resists heaviest traffic abuse tled colors can be laid in any 
won't crack, chip, break or number of imaginative pat- 
dent. terns. 


Resiliency of Wrightflor makes 5° Lays smooth over wood or 
it easy and quiet to walk on concrete—old or new. 

! 3 . Requires no special care . 
Impervious to alkalies, ink only damp mopping, buffing 
stains, grease and oil. and occasional waxing. 


Where traffic is heavy, where beauty and low maintenance 
are necessities, Wright Rubber Tile is right. Include Wright- 
flor in your plans. Color samples with prices and . — 
tions can be obtained by writing to Wright Rubber Products 
Division, Taylor Manufacturing Company, 3050 W. Meinecke 
Ave., Milwaukee 10, Wisconsin 


* 
uc or% WRIGHT-ON-TOP 
i COMPRESSION BASE 


Finish your flooring job—rubber tile, 
linoleum, asphalt, terrazo or wood—with 
Wright-On-Top Compression Base. Pro- 
viding a tension when installed, this pat- 
ented rubber base overlaps floor edge. 
stays snug despite floor shrinkage . . 

seals against dirt and water . . . eliminates 
border scribing. Specify Wright-On-Top 


U.S. Patent No. ә . А 
2.300.084 ` Compression Base for every flooring job. 


Canadian Pat. No. 
417,081 


WRIGHT RUBBER TILE 
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CASE STUDY HOUSE No. 1 


| 


iM 


— 
Designed for the magazine 


ARTS and ARCHITECTURE 


DESIGNER 22а Man. | 


Photograph by 
Thomas Yee 
Eddington Archi- 
tectural Model 


* 
her 
ч | CONVECTOR RADIATION 
In 
not- è Techniques and materials—the best of the new and the 
pat best of the old—to be integrated into thirteen houses to be 
5 built in the Los Angeles area. That's the Case Study House 
fing program being conducted by Arts and Architecture magazine. 
nce For Case Study House No. 1—designer and sponsor have 
= selected Modine Convector Radiation. And the choice is 
ب‎ significant. 
It demonstrates the adaptability of Modine Convectors tO 
modern houses such as this one, where fenestration and „66“ ITAA RATE E. rf RES 
built-in furniture drastically reduce wall space normally ---is heated, rises, and is circulated into room through the grille 
ile, available for radiator location. x = 
i" Besides being easily built into furniture, because of the zu SEND TODAY 
zd inherent space-saving compactness of Modine design — 7 Е: for Convector 
Modine Convectors provide even-temperature heating... C Bulletins 
xs quicker response to automatic control . . . all the recognized | Filed in Sweet's 
“op superiorities of hot water and steam heating systems. Leck in sour pluma book for | 
a QS War 


MODINE MANUFACTURING COMPANY, 1701 RACINE ST., RACINE, WISCONSIN 


D 
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"| want my Floors 
INSTALLED FAST 


and INSTALLED 
TO LAST—” 


Cut yourself an extra profit 


The Tile-Tex Asphalt Tile 
Contractor Gives You 
That Kind of Service 

And That Kind of Product 


Builders everywhere recognize the extra 
values they get in flooring with Tile-Tex 
Asphalt Tile. They appreciate the intelli- 
gent, prompt, and expert installation 
service which a Tile-Tex contractor is 


equipped to render. They know from ex- 
perience the advantages of Tile-Tex As- 


phalt Tile over similar types of flooring. Rounding over cabinet doors 


Here is an asphalt tile flooring that’s 


with a Stanley-Carter R5A Router 


made right, installed right, and performs 


right. Tile-Tex Asphalt Tile contractors 
are located in nearly all principal cities 
and towns throughout the country. Ask 
for the name of the one in your city— 
and for a copy of the new Tile-Tex book- 
let "Floors That Endure.” 


THE TILE-TEX COMPANY, INC: 
Aspbalt Tile Mfr. 
N 


a Chicago Heights, Illinois 


Subsidiary of The Flintkete Compony 


220 E. 42nd Street è New York City 


You can't slight fussy trim jobs like this. But you can't 
make any money doing them all by hand. There's only 
one answer that's right for you and right for your сиз 
tomers ... a tool that does a milling job on the job, the 
Stanley-Carter R5A Router. Just set the pilot tip of the 
rounding over bit on the edge of 
a cabinet door and switch on the 
powerful, 18,000 r.p.m. motor... 
the job's done in less time than it 
would take you to gauge and mark 
it. A time-saver, too, for rabbeting 
doors and cutting around panels 
or glass, leaving the much desired 
round corner. 

Write us for complete infor- 
mation. Stanley Electric Tools 
Stanley-Carter Sales Dept, 133 
Elm Street, New Britain, Conn. 


CARTER TOOLS 
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ex-corporal Jones 
wants more doors 


E.x-corporal Jones spent many a long month in an open 
barracks with dozens of other men. His wife “doubled up” 


with the in-laws for the duration. No wonder they both 


want more interior doors in their new home—more 


ways to guard privacy and comfort! 


But that's only one reason why you'll want to specify more 


interior doors for the homes you plan. For interior doors. 


rightly placed, add to the convenience of living. They 


save space. They help save fuel. And stock door- 


of Ponderosa Pine add a note of beauty to anv interior. 


Want more ideas on using doors and windows to increase 
livability? "Today's Idea House" - new 32-page 


Ponderosa Pine booklet is full of them! The coupon 


will bring vou your copy — without cost or obligation. 


er 
, These stock design doors of Ponderosa 
cant 
only Pine are beautifully executed with 
cus careful attention to craftsmanship and fine 
› the detail. Only one of the many 
f the designs available 
ze of 
1 the 
Or... 
an it The Gest го Yours with... 
nark 
ting 
nels 
ы Coda / NE 
n WOODWORK 
vols, @eeeeeeeeeeseeesceeeneeeeeeeeeeeeeeeeeeeeeeeeee@ 
133 "Today's Idea House” contains Ponderosa Pine Woodwork : 


Dept. OAB-4, 111 West Washington St 
Chicago 2, Illinois 


n. 32 pages of photographs and 
diagrams illustrating new ideas in 
the use of stock design Ponderosa 
Pine doors, frames, and windows. 

Mail the coupon for your free copy. 


Please send me a free copy оі "Today's Idea House.” 


Name 


Address 


City 
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KOVEN WATERFILM BOILERS | 


WATERFILM BOILERS, Inc. 


N 


— || 


| сарт 


А heating unit must be dependable...provide 
lasting comfort...operate with econoniy and 
efficiency. The patented construction of 
KOVEN WATERFILM BOILERS incorpo- 
rates all the newest scientific improvements... 
assuring quick, abundant heat, even room 
temperature and a plentiful supply of do- 
mestic hot water at all times. These fastest 
steaming boilers on the market are made for 
automatic firing with oil, stoker or gas. 


Illustrated above is the De Luxe model in a 
finished basement. This smartly jacketed 
boiler, not only adds to the attractiveness of 
the room, but provides healthful comfort 


WATERFILM BOILERS are available in a 
variety of models suitable for large or small 
homes, apartment houses and industrial 
plants. Write today to KOVEN for more 
detailed information. 


154 OGDEN AVENUE, JERSEY CITY 7, N. J. 
PLANTS: JERSEY CITY, N.J. + DOVER, N. J. 
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NOW 


AVAILABLE 


the original inside screens 
that roll up and down 
like a window shade 


OLSCREENS in a house are a "trademark" of good 

planning. They are a year 'round advertisement 

for the builder who puts them in. They help to keep a 

house up-to-date and protect its salability over the 

years. А big part of your business is selling CONVEN- 

IENCE. ROLSCREENS help you to do it easier and bet- 
ter than any other window appurtenance. 


CONVENIENCE OF ROLSCREENS 
SELLS ON SICHT 


Once in place . . . always in 
place. That's Rolscreens! No 
putting up! No taking down! 
No storing! No painting! No 
seasonal repairs! Installed and 
operated on the inside. For 
all types of windows — both 
old and new construction. 


10 YEAR GUARANTEE 


This is your assurance that 
your customers will be satis- 
fied and enthusiastic about 
ROLSCREENS over the years. 


BUILDING SPECIALTY DEALERS — 


A number of choice ROLSCREEN 
territories are open. Write for 
details if interested. 


EASY TO INSTALL 
on all types old and new 
windows 


El 


Double-Hung 
Application 


Casement 
Application 


No special mill work, no spe- 
cial fitting or cutting. Installa- 
tion made to either of the above 
windows quickly and easily, 
due to new type guide channels. 


GOOD DELIVERIES — Rot- 
SCREEN orders are being filled 
and shipped with reasonable 
promptness. On your next job. 
include ROLSCREENS. WRITE for 
interesting FREE literature and 
measuring directions. 

Address: 546 Main St. 


EP E S! PAE ROLSCREENS 


ROLSCREEN COMPANY * PELLA, IOWA 


Made by Makers of Famous Pella Venetian Bilads 
ond Casement Windows 


EVEN ROOM TEMPERATURE THROUGHOUT THE HOUSE 
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CONDENSATION PROBLEMS SOLVED 
in these lau- ИС data sheets 


* 


6 2 „ „ „ %%% %%% %% % „%% „%%% %%% % „„ „ „%%% 


2 %%% „%% „ „% %%% „„ %% „ 


METHODS oF PREVENTING 


These three Balsam-Wool Data 
EXCESSIVE CONDENSATION 


Sheets —dealing with problems 
on condensation—show the 
type of special information 
which these sheets make avail- 
able to you. The entire series 
of thirty-two sheets covers a 
wide variety of insulation ap- 
plication problems — provides sary Satine va 
authoritative information / “ур 


aviv DH 


it has been recom 
mended tha 
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you'll want for your file. — 
Send today for the complete — — 
series of Balsam-Wool Data ма) т тонот 


Sheets— yours without “a = — 
obligation. Just mail the e 7 
coupon! F. =] 
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WOOD CONVERSION COMPANY 
Dept. 119-4, First National Bank Building 
St. Paul 1, Minnesota 


* 
* 
* 
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Babam Wool 
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Please send me set of Application Data Sheets. 
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SEALED INSULATION МАМЕ......... — HP "——] өе 
: ADDRESS ecer — 
{ ON ТРИ es ese esse esse eee. eee 
BALSAM-WOOL • Products of Weyerhaeuser « NU-WOOD : 
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Green Paré І tate Keti Gardens, Le 12 
Pride as well as profit accrues to the builder who installs steel casement windows. Alwavs less expensive in 
the long run, HOPE'S Steel WINDOWS are now no higher in first cost than good-quality, W eather-stripped 
wood windows and their greater value and convenience make them more attractive to home buyers 


HOPES WINDOWS, INC., Jamestown, М.Ү. 


THE FINEST BUILDINGS THROUGHOUT THE WORLD ARE FITTED WITH HOPES WINDOWS 


WALLBOARD TRIM... 


to brighten up your sales picture 


= 


e MIRACHROM-— specify АЕ The sharp outline of shining S&W trim gives wallboard instolla- | 
HI-LUSTRE tions that desirable tailored appearance. The beautiful interior | 
effects created by the use of S&W are natural sales-clinchers. 
* MIRASTEEL— specify SE Step up your sales with S&W! Order by section numbers shown. 
STAINLESS The above shapes have 5/32" openings. Wallboard shapes for 
(604 NOT AVAILABLE IN MIRASTEEL) heavier materials will be available soon. 


NOTE: WALLBOARD SHAPES ALSO AVAILABLE IN RED, BLACK, BEIGE AND WHITE MIRAPLAS (PLASTIC) TRIM. 


~ $&W MOULDING COMPANY 


The Mira-Trim Line Miralite, Mirachrom, Miravel, Miraplas and Mirastee 


DEPT. A—988 PARSONS AVENUE * COLUMBUS 6, OHIO 
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A life-time challenge 
to wear and weather 


K M “Contwruy” 


e The builder benefits in several ways when 
he uses K&M “Century” Siding Shingles. 
They are economical for use on houses in 
all price classes and harmonize with most 
types of architecture. They go up fast and 


are easy to handle. 


The buyer, too, benefits. He gets an attrac- 
tive house that will retain its good looks 
for years, for these durable siding shingles 
are proof against weather, extreme tem- 
peratures, fire, rot, rodents, termites. Being 
made of asbestos-cement no protective 


COMPANY - AMBLER * 


ASBESTOS-CEMENT SIDING 


KEASBEY & MATTISON 


PENNSYLVANIA 


paint is ever needed... and future 


maintenance is practically nil. 


K&M “Century” Siding Shingles come 
in 24" widths, ready for immediate 
use. Supplied with a grained, weathered fin- 
ish, in two permanent colors — shell white 
and graytone . . . and in two butt line 
styles — straight, or wavy. 


Ask your local K&M dealer for full par- 
ticulars regarding "Century" Siding and 
other K&M Asbestos-Cement products- 
K&M "Century" Roofing Shingles, K&M 
"Century" APAC sheet material. | 


а * * * 


Original manufacturers of Asbestos-Cement 
Roofing Shingles in this country 


— — — 0 


E DING PAPEN 


(S; UARDIAN of the walls of a house 

. protector against moisture, dust, 
dirt and driving winds ... g build- 
ing paper 1s as important to ъф con- 
struction as air brakes to a speeding 
locomotive. 


Just because this "guardian" can't be seen 
doesn't mean it is not one of the most im- 
portant materials in home construction. Re- 
member this when the bill of materials speci- 
fies "building paper." Its too important a 
job to entrust to any but the best building 
paper . . . Sisalkraft* . . . especially when 
the cost is so little more. 


The SISALKRAFT Co. 
205 W. Wacker Drive, Chicago 6, Illinois 
New York © бап Francisco 9 London © Sydney 


*Sisalkraft Building Paper 
e . applied over sheathing 
on a $7,000 I se, costs 
only a few d Па s more than 
ordinary building paper. 

164 a year more for the 
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For people who want to 


ESCAPE 


VACATION CABINS 


Built with LOG CABIN SIDING 


This booklet is packed with pictures 
of log cabins and plans for building 
them... all featuring Western Pine log 
cabin siding. Let your customers who 
want to “get away from it all” read it. 
YOU CAN HAVE A COPY FREE. 
Order now... specify Booklet No. 46. 


WESTERN PINE ASSOCIATION 


ept. B-4 • Yeon Building • Portland 4, Oregon 


"Idaho White Pine *Ponderosa Pine 


*Suger Pine 


*THESE ARE THE WESTERN PINES 
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NO OTHER 


' | Construction Saw | 
has all these | 
production 


FEATURES: 


GEARED MOTOR — 
e GREATER CUTTING CAPACITY 


As shown at right, the Walker- Turner Geared Motor gets 
the saw spindle closer to the work than is possible with 
conventional motors, and allows deeper cuts with result- 
ant greater cutting capacity. 


WALKER-TURNER RADIAL SAW 


WITH CONVENTIONAL MOTOR WITH W-T GEARED MOTOR 


RAM GLIDES 21» ON 8 
e PRE-LOADED BALL BEARINGS 


The ram is patterned after the proven construction of the 
best heavy duty machine tools. 8 perfectly aligned ball 
bearings keep the head assembly in accurate line with 
the work yet allow 21½ of smooth, effortless travel. 


CLEAR VIEW OF WORK 
AT ALL TIMES 


Since the head and ram are in the same relative position 
at any point of ram travel (compare!), there is never any 
interference to clear vision. 


EASILY CONTROLLED 
AT ANY ANGLE 


The operator merely guides the saw. Ball bearing con- 
struction and perfect balance make the Walker-Turner 
Radial Saw extremely easy to operate. Head tilts at any 
angle for any type of cut. Saw blade can be instantly 
replaced by dadoes, routers, or shaping cutters. Low 


delivered prices. GET COMPLETE INFORMATION 


MACHINE TOOLS 


DRILL PRESSES — HAND AND POWER FEED * RADIAL DRILLS 
"icr om METAL-CUTTING BAND SAWS è POLISHING LATHES e FLEXIBLE SHAFT MACHINES 
о. s.n. 


RADIAL CUT-OFF MACHINES FOR METAL: * MOTORS è BELT & DISC SURFACERS 


100 


Cellulite won'! burn — even under a blowtorch 


You can forget about fire starting in the insulation 
of your home or factory when you use Cellulite — 
it won't burn under a blowtorch! And Cellulite re- 
duces the structural load factor 40% to 90% be- 
couse it's featherlight! These are but two of the 
features. which make Cellulite “America’s Finest 
Insulation" — o fact proven by U. S. Government 
fests which prove Сее 4% to 36% more effi 
cient than ten other commercial insulating ma- 
terials! Cellulite is made of COTTON and cotton's 
tiny tubular fibers and dead air spoces create the 
best barrier against both heat and cold! 


FEATURES 


€ Cellulite is mildew € Cellulite cuts fuel 

and moisture proof! bills as much as 
© Cellulite is odorless 30%. 

ond vermin-proof! € Cellulite is not 
€ Cellulite is light in abrasive, harmless 

weight with 20% to skin, eyes. 

to 25%, less bulk. 
* Cellulite stays fluffy 
and efficient —won't 
pack down. 


Ee RA = 


THE GILMAN BROTHERS CO. 


GILMAN e CONNECTICUT 
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Put Sawing on a 
Production Basis 


REGUS РАТ OF. 


To gain the economy and speed of mass production on con- 
struction jobs, use a MallSaw. Опе cut assures a clean square 
board end. . . reduces fitting time to a minimum . takes 
back-breaking pull and push out of sawing. Multiple cutting 
of like members speeds framing and form construction 
eliminates waste labor ... saves lumber . . . keeps building 
crews supplied. 


A MallSaw can be used for cross-cutting, ripping and bevel 
cutting to 45 degrees. Also operates an abrasive wheel for cut- 
ting non-ferrous metals, cutting and scoring stone, tile, and 
concrete. Model 80 has 8” blade and 2%” cutting capacity. 
Model 128 has 12" blade and 4%” cutting capacity. Both 
operate on 110-volt AC-DC or 220-volt AC-DC. 


4” MallDrill is a handy, compact, light- 
weight, (3 lbs. without cord) cool running 
drill for steady construction or mainte- 143-T 

nance work ... an ideal tool for drilling 

in close quarters, cramped positions or 

unusual jobs. It drills metal, plastics and 

wood with equal efficiency—has special steel alloy gears and 
extra long brushes—and їз easily serviced without dismantling. 
Available in two speeds for 110-volt AC-DC or 220-volt AC-DC. 
Мм” MaliDrill—for heavy duty drilling—has М” capacity in 
steel—1" capacity in wood. It is available for 110-volt AC-DC 
or 220-volt AC-DC. 


Ask your dealer for MallSaws, MallDrills, MallPlanes, and 
Mall Concrete Vibrators or write for literature and prices. 


MALL TOOL COMPANY 


7737 South Chicago Ave., Chicago 19, Ill. 
* 25 Years of "Better Tools For Better Work.” 


PORTABLE 
POWER TOOLS 
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ENNVERNON 


Window Glass 
"PITTSBURGH" stands for Quality Glass and Print 


GLASS © © ШРАМ ТҮ 


PLATE 


@ PENNVERNON'S freedom from distor- 
tion and brilliant surface finish are sure to 
please your customers. Pennvernon Win- 
dow Glass is a quality sheet glass, perfectly 
suited to add that "touch of quality" to 
every home. 

Use Pennvernon . . . the window glass 
that has made a name for itself! 


N61-200 


g. 41 
J | 


N61-048 


"A 


t 


N58-2364E 


kitchen 


j v^ last word in Cabinet Hardware De- 
sign. The DeLuxe style shown above is one 
of four modern Cabinet Hardware styles in 
matched sets, now available in Bright Chrom- 
ium Plated lasting finish. 


Each of the four styles, The DeLuxe, Aristo- 
crat, Master and Utility, is in a design and 
price range to satisfy every taste. Because of 
high "eye appeal" design and top quality 
construction and finish, these National Lock 
matched Cabinet Hardware sets sell on sight. 
All are “profit-packed” for quick sale. 


Four modern display boards of 
your choice are available for your 
display windows and counters. 
Take advantage now of this profit- 
able hardware selection. Write 
for attractive descriptive catalog. 


NATIONAL LOCK COMPANY 


Builders Hardware Division 


Rockford, Illinois 
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... An Aristocrat in the Low Priced Field 


Although the Skipper definitely is a low-cost shower 
designed for small homes with a limited budget, the 
material used in its construction is of the best quality. 
Walls are Bonderized Galvanized Steel with baked-on 
synthetic enamel finish, the same as used in higher 
priced Fiat showers. The essential qualities of long 
life construction developed by Fiat over many years of 
shower cabinet building are incorporated in the 
Skipper. 

One feature of this shower of particular interest to 
plumbers and builders is the ease and speed of erection 
on the job. The walls are partly assembled at the fac- 
tory. Side walls and stiles are made in one piece— 
tension locking joints for the rear corners are formed 
as an integral part of the back wall panel—this pre- 
fabrication gives the erector a shower body complete 
in three pieces with only two corner tension locking 
joints to slip into place. 


Simple and easy to erect on the job! 
SPECIFICATIONS — SIZE 32 х 32x76 


WALLS—BONDERIZED, GAL- 
VANIZED STEEL. Finished inside 
and out with white baked-on- 
synthetic enamel. 


RECEPTOR — Semi - flat stand- 
ard type Stonetex; slip-proof, 
leakproof, non-absorbent. Brass 


drain for 2" waste connection 
cast integral with receptor. 
VALVES— Combination hot and 
cold compression valves with 
shower head and arm. 
ACCESSORIES—Curtain rod 
and curtain. 


FIAT METAL MANUFACTURING COMPANY 
1205 Roscoe St., Chicago 13, Ill. 
21-45 Borden Ave., Long Island City 1, N. Y. 
32 $. San Gabriel Bivd., Pasadena 8. Calif. 
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In the installation of Weldwood Plywood for interior walls and 
ceilings, joints offer no problem. While many novel joint treatments 
ave been developed by ingenious builders and architects, the three 
simple effects shown on this page fulfill most requirements. They are 
asy and inexpensive to make and assure trouble-free permanent 
valls and ceilings which home owners want today 

A new Weldwood installation manual just off the press 
llustrates and discusses in detail these three joint treatments 
nd contains other valuable installation data. Sections of the 
nanual show how W'eldwood Plywood may be installed over 
nasonry walls . . . plaster walls . . . how to use it for ceilings 

how to handle base and ceiling details and dozens of 

seful hints in remodeling and new construction. 


Write for your copy today. 


WELDWOOD Plywood 


Weldwood Plywood and Mengel Flush Doors are products of 


UNITED STATES PLYWOOD CORPORATION THE MENGEL COMPANY 
New York 18, N. Y. Incorporated 


Louisville 1, Ky 


in Baltimore, Boston, Brooklyn, Chicago, Cincinnati, Cleveland. Detroit 
Angeles, Newark, New York, Oakland, Philadelphia 


Point, Le Pittsburgh 


| San Francisco, Seattle. Also U. S. Mengel Plywoods, Inc. distributing units in 
anta H 


ton, Jacksonville, Louisville, New Orleans. 1» Canada: United States Plywood 
of Canada, Limited, Toronto. Send inquiries to nearest point. 


Waterproof Weldwood for ex 
terior use is bonded with phenol 
formaldehyde synthetic resin 
Other types of water-resistant 
Weldwood for interior applica 
tions are manufactured with 
extended prea resins and other 
approved bonding agents. 


Plastics and Wood 
Welded for Good 
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7e Crowning 1 о This modern F L 0 0 R will 


Piae 
2 COTTON INSULATION 


Р, ЭТИН and builders find Lo-"K" flameproofed 
COTTON INSULATION the ideal combination of effi- 
ciency and economy. The low thermal conductivity, 
or “К” value of cotton, provides, by actual test, 4% to 
36% greater insulating effectiveness . . . the fact that 
it is the lightest and easiest to handle of all commercial 
insulations can save up to 40% in time and labor costs. 

Lo-"K" will not sag or settle to leave exposed walls 
or ceiling. It will withstand 1800^ blow torch heat to 
safeguard against fire. It resists moisture, rot and ver- 
min, to give long, durable service. It is harmless and 
non-irritating to handle. 

Today, as for 76 years, the Lockport company stands 
foremost among America's leading cotton processors, 
particularly in the production of cotton insulation. In 
new construction or remodeling, recommend Lo-"K" 
with confidence to your clients and customers. 

Lo-"K" is available in light, easy-to-handle blanket 
type rolls sized to fit all standard constructiom Special 
sizes can be made to order. Write for full details. 


COTTON INSULATION | 


A Product of 
LOCKPORT COTTON BATTING CO. 
Established 1870 LOCKPORT, NEW YORK 


LOCKPORT COTTON BATTING COMPANY 
Dept. AB-4, Lockport, New York 


Gentlemen: Send me the facts about Lo-"K" Cotton Insulation for 
better building. 


) ARCHITECT DEALER 
CONTRACTOR OR BU ILDER 


Name 


Addres 


| 
| 


"catch on" quickly with buyers 


All your prospective buyers are looking for new feature: 
Here's one they'll like . . . a floor that combines colorful 
beauty with resistance to hard wear, underfoot comfort and 
rock-bottom economy. Thos. Moulding Moultile is some- 
thing new for you to offer. And it has been tested, proved 
and approved ... on installations in big buildings running 
into millions of square feet 


Moultile can be used for new construction or for moderniz- 
ing. Wood or cement subfloors in any condition can be 
made into suitable foundations for Moultile . . by the use 
of special materials and methods developed by Thos. Mould- 
ing. Specify this modern, practical floor for homes, offices. 
stores, restaurants, taverns, etc. For basement play rooms 
Moultile provides the ideal floor because it is not affected by 
the moisture and alkali always present in cement resting on 
the ground. 


There are Thos. Moulding Floor Contractors in most local- 
ities who will give you sound engineering advice and render 
experienced, responsible floor service. Write for name of 
nearest Contractor to: THOS. MOULDING FLOOR MFG 
CO., 165 W. Wacker Drive, Dept. AB-4, Chicago 1, TII 


THOS. MOULDING 


Flexible - Reinforced 
MASTER ASPHALT TILE 


| Moultile is im key with modern building trends. Pictured is « 
Moultile floor used in conjunction with a radiant beat installation. 
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step in 
with color! 


After the last nail is driven — step in with  —— 
color — and transform your unfinished === 
houses into eye-appealing homes! Develop -- 
their potential beauty with P&L distinctive 
colors. Buyers will literally feel the differ- — 
ence between your homes and those of 
ordinary appearance. Developed through 
intensive laboratory research, P&L authori- 
tative colors were selected only after actual 
test-use in over 1,000 residential units. 
Their true decorative value was determined 
in the very rooms where people live! 

P&L colors add nothing to your building 
costs. They do the job with fewer coats and 
at minimum labor expense. Just as soon as 
raw materials are more plentiful, you can 
really step in with color. Right now, we 


con send you painting specifications for 
low-cost, medium-price and high-grade 
homes. Write for your copies today! No 
obligation. Pratt & Lambert-Inc., 80 Tona- 
wanda St., Buffalo 7, N. Y. 


PRATT & LAMBERT-INC. 
Paint & Varnish Makera 


BUFFALO CHICAGO FORT ERIE, ONT. 


NEW YORK 


American Builder, April 1946, 


IF IT'S 


YOU'RE RIGHT! 


RI RELU 


ctentific FIREPLACE 


@ Marlite is the factory-finished wall and 
\ ceiling paneling with the pioneer high- 
heat-bake plastic finish, produced in the 
> world's largest plont of its kind. T 
) НЕ 


Colorful, Modern MARLITE 


Walls and Ceilings answer such 
timely interior needs as these: 


GET THE VALUABLE, PROFITABLE 
THERMAFLO FRANCHISE FOR YOUR 
TERRITORY... 


| 
Here's tomorrow's fireplace today . . . scientifically designed, 
Remodeling ? 


Marlite is ideal. You trade handsome new walls for 
old. (Timely example: redecorated or converted hous- 
ing for vets). And for new building, versatile Marlite's 
applications are unlimited. 


tried and tested . . found superior to any fireplace unit of 
its type. Your dealer will buy Thermaflo . . . because it's what 
his customer wants. 


Patents 
Pending 


Surprisingly. Economically, too, with regular carpenter 

tools. Flexible, yet plastic-tough, Marlite handles easily | 
and fits right. Matching or harmonizing mouldings "set | 
it off" beautifully. | 


Stand Up? | 


like iron. Eosy to clean os fine porcelain, Maorlite's 
lustrous, lasting beauty is surface-secled against 
moisture, oil, dirt, alkalis ond most acid fumes. 


Used and Approved ? 


In thousands upon thousands of homes, hospitals, 
hotels, theaters, public buildings, stores . . . in every 
type of room in every type of building from trailers 
to atom bomb plants! 


Easily, Quickly Installed? | 


FRONT VIEW 


Although Marlite is ordinarily available from our many warehousing Now! A Superior Method of Heating 4 ein n "— -— 
points, today's unprecedented demands moy delay deliveries. Never- Found Only in the Thermaflo Fireplace EX жы. ee eS 


theless, we are doing everything possible to restore the regular, 
prompt Marsh service. 
1 Thermavane Boffles carry all incoming 5 Firebox constructed el 
cold air behind the 


MARSH WALL PRODUCTS, INC. | Т "d m 


43 Main Street, Dover, Ohio 2 Dead center, hottest port of firebox, 
obtaining maximum heating of air be- 6 Thermobor Supports keep 
fore circulating it through room. wood off wall, assuring 
good draft. 


SELL RIGHT 


| 3 Thermabar Support, 3-inch steel stiffener 
on inside wall, prevents warping of All bends reinforced for 
| back plate. strength. 


DISTRIBUTORS: Write for Literature. Address: 


— Е. Conn, Welding Co., New London, Connecticut 
— .. % —————————————— 5 
ست ع‎ 


FINISHEO WALL PANELS * FOR CREATING BEAUTIFUL INTERIORS 


| 1946, 
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Neighbors are telling neighbors... 


THAT’S WHY THOUSANDS 
NOW DEMAND SERVEL 


— GAS REFRIGERATORS 

- Thousands of families who put up with 

i noisy, troublesome refrigerators during the { 
hat war have made up their minds. When they 


get a new refrigerator, they want a Servel. 
For they’ ve learned from friends and neigh- 
bors, the Gas Refrigerator never gets noisy 
. .. gives dependable, low-cost service year 
in and year out. 


Gas Refrigeration's unmatched perform- 
ance is the result of Servel's simpler method 
of operation. There are no moving parts in 
its freezing system. A tiny gas flame circu- 
lates the refrigerant that produces constant, 
steady cold and sparkling cubes of ice. 
There's no machinery to cause noise, wear 
or need costly repairs. And Servel's low 
operating cost stays low. These unique ad- 
vantages are good reasons why you can 
recommend Servel with confidence. 


) @ 


: - Important: Be sure to provide gas out- 
lets for Servels in your current designs. For 
installation data and complete information, 

ещ – consult Sweet's Catalog or write to Servel, 

ate, 


Inc., Evansville 20, Indiana. 
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For a larger share of sales and profits... 


E э 
Photo by Maynord L. Parker 


These two types of 


FIREPLACE UNITS 


will help you meet new building requirements 


For plenty of circulating warmth—without smoke— 
some homes require one type of fireplace unit. other 
homes a different type— depending on construction. 


1. BENNETT CAM o7 he FIREPLACE 


Designed especially for tightly con- 
structed, fully insulated. weather- 
stripped homes. Under these conditions 
a Fresh-Aire Unit gives benefits impos- 
sible with a recirculating type. Heats 
and circulates fresh air from outdoors. 


2. BENNETT Сат 


This recirculating type is recommended 
particularly for camps, cottages, and 
southern homes without central heating. 
Cool air is drawn from the floor of the 
room through intake grilles into the 
heating chambers. 

Both types permit unlimited freedom 
to design the mantel. And. both types 
are guaranteed to provide evenly distributed. circulating 
warmth— without a trace of smoke. 


FIREPLACE 
UNIT 


ND CANADA PAT ғ 
For sheer beauty and full protection 
every fireplace should have a Flexscreen— 
the safety fireplace curtain. 


Send for Bennett Fireplace Catalog—or see Sweet's 


é BENNETT-IRELAND INC. 
Chailered. in 1906 


446 MARKET STREET, NORWICH, N. Y. 
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MORE PROSPECTS 
FOR YOU 


The Saturday Evening Post carried this amazing 
story of Cotton Insulation to its 312 million readers 
March 16th. In April, American Home and Small 
Homes Guide will carry the same story to 3,000,000 
more home owners and prospective builders. 


Cotton Insulation is available now, ready for you 
to sell now. No labor problem—home owners can 
easily install it themselves. Workmen don’t mind 
handling Cotton Insulation. It doesn't irritate the 
skin. 

The 32-page booklet “Cotton Insulation” contains 
all the amazing facts that are causing home owners 
by the thousands to specify this flame proof, lighter 
weight, more efficient Insulation. 


Send the coupon below for your copy now— 


IT’S FREE! 


NATIONAL COTTON COUNCIL 


COTTON INSULATION ASSOCIATION 
PS è ë ë eee 


NATIONAL COTTON Counci 
Box 18, Dept. B. Memphis 1, Tennessee | 


| 

і 
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THREE - STAR 


Performer. 


That's the Speakman Anystream Shower Head. A turn of the lever gives normal 
spray for relaxation, needle spray for stimulation, or flood spray for no-splash 
rinse. The Anystream always delivers a 48-stream pattern because it is self-cleaning. 
In the flood position, it passes off pipe-scale, rust, sediment and other matter 
which stops up ordinary shower heads. 

The Anystream is a modern, high-quality refinement—a detail of importance— 
which instantly suggests real value in every phase of building. Like all Speakman 
showers and fixtures, the Anystream is distributed nationallv through wholesale 


plumbing supply dealers and plumbing contractors. 


SPEAKMAN | 


SHOWERS AND FIXTURES 
“The best in brass since 1869” 


SPEAKMAN COMPANY. WILMINGTON 99, DELAWARE 
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i Write for Stock List 


your guide to over 10,000 
different kinds, shapes 
and sizes of steel for quick 
shipment from ten plants. 


мер Т. R 
— ппан, 


RYERSON 


troit, Cleveland, Buffalo, Boston, Philadelphia, Jersey City. 


BIG BUILDING BOOKS EXAMINATION 


" SEND 
NO MONEY 


Learn to draw plans, estimate, be a 
live-wire builder, do remodeling, take 
contracting jobs. These 8 practical, 
profusely illustrated books cover 
subjects that will help you to get 
more work and make more money. Architectural design and 
drawing, estimating, steel square, reof framing, construction, 
painting and decorating, heating, air-conditioning, concrete 
forms and many other subjects are included. 


— —— 


BETTER JOBS—BETTER PAY Up-To-Date 
Keep busy now at good pay, and be prepared EDITION 
for after-war building boom. Big opportuni- These book: 


st 


ties are always for MEN WHO KNOW HOW. uo aste and 
These books supply quick, easily understood complete w. 
training and handy, permanent reference in- Pave ever pub- 
formation that helps solve building problems. 


lished on thes« 
Coupon Brings Eight Big Books For Examination 


many subjects 
— — — — — — — — — — — — — тыш» — esi — — — 


AMERICAN TECHNICAL SOCIETY Vocational Publishers since 1898 
Dept. G433 Drexel at 58th Street, Chicago 37, Ill. 
You may ship me the Up-to-Date edition of your eight big books, 
“Building, Estimating, and Contracting," without any obligation to buy. 


I wil pay the delivery charges only, and if fully satisfied in ten days, 
I will send you $2.00, and after that only $3.00 a month, until the total 


price of only $34.80 is paid. I am not obligated in any way unless I 
keep the books 
Name 
eU 
Address 
City State 
Please attach a letter stating your age, occupation, employer's name and address, and 


name and address of at least one business man as a reference. Men in service, also give 
home address 


n & Son, Ine. Plants at Chicago, Milwaukee, $t. Louis, 
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House for a Woodland Setting— 
(Continued from page 107) 


baseboards or interior trim; no plaster, no wallpaper.” 

The garage for the Volk home is at street level and has an 
ittractive steeple, with bell for visitors to ring and announce 
their arrival, but the living space is several feet below, and 
is reached by a series of log steps. The front entrance is of 
brick and stone, and actual entry is made through the kitchen, 
a room finished, like the bathroom, in enameled-steel tile. 

[he 15 x 25 ft. living room, with studio ceiling, has walls 
finished in wormy chestnut. From a mezzanine reached by a 
set of hewn log steps set in the hall behind the living room, 
a magnificent view of the room may be had. The newel post 
for these steps is hewn from a single log. 

The dining room, with its rough beamed ceiling, has 
furnishings made by carpenters right on the job, and fits 
perfectly into the setting. Sheet metal and copper add ап u 
usual and attractive touch of decoration to the dining room 
walls. The master bedroom is finished with Philippine ma 
hogany, while the smaller bedroom and nursery has mapk 
finish and maple furnishings. All floors are of heavy planks, 
worked to a smooth finish, while ceilings in all rooms are of 
V -jointed bo irds painte d, en imek d or stained. Clothe 8 
closets are without exception finished in cedar, and all are 
electrically lighted, automatically upon opening of the doors 

The exterior of his house, Volk declares, requires as little 
upkeep as the interior, for it is of rough chestnut boards 
which have retained their natural mellow, golden-brown color 
These are brushed with boiled linseed oil every year or two 


| and the wood-pegged shutters brightened with a coat of paint 


The thatched roof, according to Volk, has proved itself prac 
tical as well as attractive. Laid over heavy roofing felt, it 
provides insulation and has eliminated the need for gutters 
and downspouts. All windows are steel casements 

His is not a house for emulation on city lots, Volk admits, 
nor one to fit in every rural setting. But he feels that it is an 
excellent home for the location in which it is built, that 


it combines the best features of livability. 


ALLMETAL WEATHERSTRIP 
BRASS AND WHITE METAL THRESHOLDS 


Efficient weather protection and wide selection to meet individual 
conditions are provided by the extruded metal weatherstrip shapes 
illustrated herein. Each shape is available in either brass or white 


2 $ 


INTERLOCKING HOOK 
No. 233 Bronze 
No. 233-Z White Metal 


No.190 1% 
No. 190-Z 1% 
No. 191 1% 
No. 191-2 1% 


Brass 
White Metal 

Brass 

White Metal 


No.196 i Brass 
No. 196-Z 1X" White Metal 


“= УМ 


No. 208-Z 4° White Metal 


No. 182-2 3" White Meta! 


4. Brass 
No. 192-Z 4” White Metal 


No.186  5'Bross 
No. 186-Z 5° White Metal 


No.247  4'Bross 251 
No. 247-Z 4” White Metal 


4 Brass 
251-Z 4° White Metal 
252 5' Brass 
752-1 5 White Metal 


These shapes are cut to size required, drilled and countersunk. Screws 
are furnished. Interlocking shapes are provided with an appropriate 
hook for installing on bottom of door. Write for prices and catalogue 
of complete weatherstrip line. 


ALLMETAL WEATHERSTRIP CO., 2243 Werth Kner Ave., Chicage 39, IF 


Amer 


| 
| 
| 
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Your PROSPECTIVE BUYER can’t see the insulation, 
brass piping or approved wiring you have built into 
a house. But there's one visible mark of good con- 
struction your prospect can see and appreciate: triple 
binging of doors. 

s You know that three hinges on a door help prevent 
{ warping — keep doors swinging free and true — and 
; assure perfect fit of latch and lock. You also realize 
it may cost more to repair a single warped door than 
to put a third hinge on every door in the house. 


. o Remember—"hinge-pennies” spent fora third hinge 
Visible Ma rk of у on a door are pennies that create a visible mark of 
: | good construction — pennies that create greater cus- 

Good Construction tomer satisfaction. . Triple hinge your doors. It's | 


good business! The Stanley Works, New Britain, 


sn. | [STANLEY] — 


E TRADE мати 


TH | 
REE HINGES TO A DOO ) 


— — 


E ARE EASY 
10 : TO SELL, 


because: 


. nationally 
advertised 


. many thous- 
ands in use 


. each sale cre- 
ates additional 
sales 


SUPERIOR FIREPLACE HEATFORM: 


—provides instant RADIANT HEAT plus greater volume of warm air 
circulation and more heating efficiency than any other fireplace. 


COO ard imu? 


-gives more years of service than any other fireplace, because of individ- 
ually die-pressed ribs formed into boiler plate firebox 


has по dead air pockets in heating chambers, because connecting air 
flues on each side and through the throat allows for large volume of 
air circulation and provides for air contact to all heating surfaces, 
ncluding lower rear chamber, where most heat is generated, fhus 
preventing any of the metal from reaching deteriorating temperatures 


Sold through Building-Supply Distributors and Dealers 


Write for complete information 


SUPERIOR FIREPLACE COMPANY 


ISth St 


1708 Е Los Angeles 21, Calif. 


Is Your CONSTRUCTION 
SAFE against 
TERMITES? 


Buildings under con- 
struction and com- 
leted buildings may 
^ safeguarded against 
termites and mold de 
cay. 


Almost every area in the United States is infested with 
termites and every building in it is subject to termite 
infestation. 


l'ERRATOX also stops and prevents mold and decay. 


Any building treated with TERRATOX is a safer, better 
building that lasts longer. 
Write for your 2 of tbe special bulletin ‘Wood Treating Chemicals.” 


Gives complete information on prevention of mold, decay, shrinkage, warp- 
ing and — attacks. 
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ERNERATOR 


24 Ready 


to supply you with the 
first of many improvements 
for your post-wor homes. 


Amerie 


— 


eee 


During the war when there wes 
a lack of suitable collection, 
the American home owner be- 
| came conscious of the desira- 
| bility of destroying garbage 
and rubbish on the premises. 


Here is the answer to his prob- 
| lem—the only sanitary means 
of waste disposal. It's the 
KERNERATOR, a small com- 
pact "Ready-Built" incinerator 
—with or without gas burner— 
fire brick lined throughout—no 
separate chimney required (you 
connect to boiler flue). it's 
suitable for homes up to 12 rooms. Two Models are available: No. ; 
Bricked-In Type; No. 2 Free Standing Type with finished steel jacket 
Attractively priced; prompt shipments. 

For your larger homes which can afford the 
Kerner Standard Incinerators are available. 


"Flue-Fed" Type, the 


Contact our nearest representative or write. 


KERNER INCINERATOR DIVISION 


MORSE BOULGER DESTRUCTOR CO. 
209-B East 42nd Street, New York 17, N. Y. 


New Selling Kit 


THE HOME BUILDERS MANUAL 


Builders who want to furnish full 
information to prospects and save 
themselves a lot of selling time will 
want a copy of this new Manual 
From its strong 3-ring binder, any of 
the material can be quickly removed 
or added to include new or special 
information of interest to prospects. 


If your client does not know just 
what kind of a house he wants to 
build, let him sit down and leaf 
through the 65 modern homes section. 
He is quite likely to see something 
that meets his fancy and which he 
will want to show to his wife 


Many general questions can be satisfactorily answered 
by showing him the model set of Specifications, a Ma- 
terial List Estimate form, Contractor's Bid and Budget 
Estimate, the set of Home Owners’ Property Records, 
and Building Operations chart. 


250 pages, 56 illus., tables, 
8% x 11, Fabrikoid binder 


$5.00 


Book Service Department 


AMERICAN BUILDER AND BUILDING AGE 
30 Church St. New York 7, N. Y. 
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Zi BACK AGAIN! 


; Here's a 
Pure Copper Home Protection 


at V5 the Normal Cost p" A y VALUABLE PUMP 


for Builders!’ 


MARLOW “WATER TAKE IT ANYWHERE 
WIZARD” MODEL 12 Em only 88 lbs., iron; 


A real helper for most kinds s, aluminum; complete 


Ti with reliable Briggs & Stratton 


А — * 

ve | of building jobs. Dries excava- 4-cycle engine. Thousands in 

* tions, feeds mixers, supplies use, Pully guaranteed. Drop 

\ \ | went, Fast — easily handles a card today for full details 
MEET THE 3,000 gallons per hour. Thrifty 
UNSEEN GUARDIAN —pumps up to 15,000 gallons 

Symbol of Sisolkraft | on one gallon of fuel. Strong 

Products — guordian made to give years of service 


of your comfort — 
protector of your 


home investment. SELF-PRIMING 


Positive, automatic priming 


„ш! YES, it's here again— the same fine Copper Armored Sisal- | on suction lifts up to 25 feet 
"ios kraft you used before the war — now ready for new home | Nothing to adjust—start the en 

1 jacket. | building! Ideal for all concealed flashing and foundation gine and the water starts. Noth 
| damp coursing, easy-to-use as paper—will not kink, break or ing to make trouble; all auxil- 

ype, the | tear, gives all homes enduring copper protection impermeable iary devices, valves, by-passes 


etc., are eliminated by exclusive 
Marlow diffuser design. 


MARLOW PUMPS 


Dept. B4, RIDGEWOOD, NEW JERSEY 
_ Makers of the World's Largest Line of Construction Pumps 


o the elements. Write for folder and your free sample! 


The SISALKRAFT Co. 295 W. WACKER ORIVE 


CHICAGO 6, ILLINOIS 


BUYER—PLUMBING SUPPLIES 


Buyer, plumbing supplies for midwest mail order 
and retail organization. Retail buying and mer- 
| chandising experience required. Give detailed busi- 
ness experience and personal data in first letter. 
Address AB461, 


American Builder, 105 W. Adams St., Chicago 3, Ill. 


BUYER—BUILDING MATERIALS 


Buyer, building materials, including prefabricated 
houses, mill work, insulation materials, roofing, bath 
tile, ventilators for mail order and retail distribution. 
Must know markets and have mail order back- 
ground. Give detailed business experience and per- 
sonal data in first letter. Address AB462, 


American Builder, 105 W. Adams St., Chicogo 3, Ill. 


Simple to use — dependable — high- 
ly accurate, here is a combination | | 
Transit and Level meeting every re- 
quirement of the foresighted, up-to- 
date builder. 

Two quick motions convert it from | 
Level to Transit. Patented Ball Bear- 
ing Race assures perfect adjustment 
under severest conditions. Tele- 
scope 12” long, 25 power, Hori- 
zontal Circle 4%” with Vernier to 
5 minutes, Vertical Arc 3". The 
most practical and dependable 
builders' instrument on the market! 


DAVID WHITE CO. 


BUYER—HARDWARE 


Buyer, hardware, including builders’ hardware, elec- 
trical fixtures, power tools, motors for mail order 
and retail chain distribution. Retail buying expe- 
rience required. Give detailed business experience 
and personal data in first letter. Address AB463, 


| American Builder, 105 W. Adams St., Chicago 3, 
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Faster 


SANDING 


SS: 
SIE * GE 


Eliminate slow, tedious hand-sanding! Sterling Sanders 
do the job faster, safer, more economically. Light 
weight, simple to operate. Write for booklet! Sterling 
Tool Products Co., 370 East Ohio St., Chicago 11, Ill. 


STERLING Portae evectric 
AND марам SANDERS 


Get set for & 
postwar building construction 


—make every bid count! 


UT this handy Dingman pocketbook to work, in 

making accurate estimates for building construc- 
tion, in saving time and error in the job of deter- 
mining profitable, competitive prices. Based on the 
most practical experience, it is full of helpful point- 
ers for new or experienced estimators, shows how to 
determine quantities of labor and amounts oí ma- 
terial to produce a unit of completed work in practi- 
cally every branch of building construction 


ESTIMATING BUILDING COSTS 
By CHARLES Р. DINGMAN 


Architectural Engineer 
Third Edition, 401 pages, 4 x 634, 27 illustrations, $3.00 


Tus practical guidebook of estimating trains the estimator to analyze 
every construction job into its component parts, to apply cost data, ad- 
justed to living conditions, tg the several operations necessary, and to cal- 
culate a price that will approach the actual cost of doing the work as closely 
as is humanly possible. 

ESTIMATING BUILDING COSTS tells how to make an estimate on a 
wood, brick, or concrete building construction. Covers every operation from 
excavating to roofing and waterproofing—with valuable material on such im- 
portant details as fireproof construction, shingling, steel sash, or cement gun 
work. Included also are a number of useful data tables, but its primary pur- 
pose is to 
a thoroughly competent estimator. Helps you to make sure that no element 
of the work is overlooked; explains the special factors to watch in dealing 
with each type of work 


McGraw-Hill Book Co., 330 W. 42nd St., N. Y. 18 


Send me Dingman's ESTIMATING BUILDING COSTS for I0 days’ examina- 
tion on approval. In 10 days 1 will send $3.00, plus few cents postage, or 
return book postpaid. (Postage paid on cash orders.) 


Name 

Address 

City and State 
Company....... 


Position... ABB 4-46 


(For Canadian Price, Write: Embassy Book Co., 12 Richmond St. E., Toronto, 1.) 
SSSR SSSSSSS SSH SSESSA SASS LSA SSS SSSASHSSSSSSSSSHSSSSSSSSSSSSSSSCSSSSSSSSEESTESEESS 


= 


| Boone, lowa, Plans New Main Street 


ive the step-by-step methods that will train the reader to become | 


SEND THIS McGRAW-HILL COUPON.........; 


| 


| 
| 
| 
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(Continued from page 109) 


modern windows are installed on all floors, the old orna: 
mentation is removed, the old wall is retained and filled 
in, following which a veneer of new material is put ove 
the base. In other words, the old backing is given a ne 
facing so that the result is a new appearing building. 

"A number of materials have been developed, severa 
of them quite new, for facing or veneering building front: 
Some of these are plastic surfaced plywood, duro-plasti: 
stucco, stainless steel, aluminum, porcelain enamel, struc. 
tural glass, asbestos board, face tile, architectural con. 
crete, cast stone, and thin polished granite slabs. 

"A second plan is to remove the existing facade of the 
building and construct a new one using such materials as face 
brick, face tile, glass blocks, limestone, granite stone, 
and monolithic concrete. А third plan is all-steel wall 
construction." 


* * * 
2 " Time 
Housing Goals— assen 
( Continued from page 114) hole. 
No 
ment and all other related aspects of future city planning Weld 
recognize, where necessary, the principle of providing ade hand 
quate housing through local, state, or federal aids for familie Prod! 
whose economic means are insufficient for securing throug! Th 
private housing markets housing quarters adequate for mair ducit 
taining minimum standards of health, decency, and comfort how | 
(B) That not only should new dwelling units be constructed TINNE 


but existing structures, when feasible, should be acquired and 
rehabilitated for the use of low-income groups. 

(C) That low-rent housing projects be devoted to the orig 
inal purpose for which they were intended, as soon as condi 
tions permit, and that, to assist the administrative bodies 
operating public housing projects, adequate legislation bef » a » 
adopted which will make it mandatory for the housing author- 


Bui 
Modern !2-bagq mixer equipped 
with Wisconsin air-cooled engine. TU 
No radiator to boil in summer ot 
freeze in winter. Performs in any 
climate with minimum of upkeep 
and attention. High tension mag- (2 
neto and simple rope starter pro TH 
vide quick starting. Engine fully 
enclosed, easily accessible. Other 
features include: big, wide feed 
chute, ond - to- center mixing &- 
tion, fast tilt and pour” discharge. 
TU 
SMITH 7-5 and 11-5 NON-TILTERS B y, 
Compact, sturdy trailer mixers with spring 
mounted axles and roller-bearing auto wheels. SE 
Tow behind truck at fast speed. Automatic DI 
skip vibrator. Enclosed gear reduction. D 
Write for literature. А, 
THE T. L. SMITH COMPANY  . y 
2849 N. 32nd Street © Milwaukee 10, Wisconsin $i 
17 
LT 


Famous for Performance on the Woarldi Greatest Projects 
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Why do it the hard way ? 
Just snap on a SPEED NUT! 


1 pow 

Е 2 : 
| 
i N » 

7 1 "- 
z А, +f 
i 
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SPEED NUTS 
Aeliminate handli 
of material 


p. 


Time was when the only way to fasten a nut for blind location 
assembly wab to weld, rivit or clinch a cage nut over the bolt 
hole...and what a job it was! 

Now Speed Nuts really simplify the job. Effort is reduced. 
Welding machines eliminated. Less space needed. Less 
handling and easier final assembly. . plus a better finished 
product because Speed Nuts prevent vibration loosening. 

There are many types of self-retaining Speed Nuts for re- 
ducing the cost of blind location fastening. Let us show you 
how they can be used on your product. 


TINNERMAN PRODUCTS, INC., 2159 FULTON ROAD, CLEVELAND 13, OHIO 


Speed p 


MORS THAN 3000 SHAPES AMO SIZES 


POC FSC Ff тщш Iiz G и ЕЛЕНЕ 66 


AT AUCTION 


INDUSTRIAL AND FARM LAND, 365 BUILD- 
INGS (To be dismantled), ELECTRIC WIRE, 
POLES, TRANSFORMERS, BOILERS, PIPE, 
RAILROAD TRACK, ETC. & MISCELLANEOUS 
EQUIPMENT, OFFICE FURNITURE, ЕТС, 


PLANTS OF 
NATIONAL FIRE WORKS, Inc. 


To be sold on the respective premises 
Buildings & Facilities will be sold in separate lots 
for removal 


AT MAYS LANDING 
(19 mi. West of Atlantic City, N. J.) 
TUESDAY, APRIL 30, 1946 at 10 a.m. ON THE PREMISES 


AT SINGERLY, MARYLAND 
(2 mi. west of Elkton on Elkton-Singerly Road) 
THURSDAY, MAY 2, 1946 at 10 a. m. ON THE PREMISES 


AT CORDOVA, TENNESSEE 
(17 mi. east of Memphis) 
(Plant is 1 mi. east of the town of Cordova! 
TUESDAY, MAY 14, 1946 at 10 a. m. ON THE PREMISES 


NOTE: АМ UNUSUAL OPPORTUNITY TO OBTAIN 
SEASONED LUMBER OF EXCELLENT QUALITY AND 
DESIRABLE DIMENSIONS. 


Descriptive and illustrated Catalogue upon application to 
Auctioneers. By order of NATIONAL FIRE WORKS, INC. 


| SAMUEL T. FREEMAN & CO., Auctioneers 


1808-10 CHESTNUT STREET, PHILADELPHIA 3 


27 Williams Street 
New York 5 


asa tered tag о 0 = ست‎ 
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Contractors and Builders 


a small trickle of water and 
the final payment is shot. 


You have a water problem in the basement of 
that new home. 


| 
| 
| 
| 


Don't know what to do and everyone is sore. 


We blame it on the Specs.. then the Architect, 
he's mad. 


— | So we have a little meeting to see who'll pay 


the cost, and in dashes "Old WATERPLUG” and 
everyone is glad. 


THIS 1S A WET BASEMENT PROBLEM 
TO THE BUILDER AND HOMEOWNER 


A. WATERPLUG, a quick-set hydraulic тебін rrea ma сё water 
and е through wall. begins from LL d 
after mixing water ie - des 


Write for circulare descriptive, in photographic detail, 

to waterproof a basement, how to seal the surface of an o! 
building which leaks, how to protect the exterior surfaces of 
manufactured block, brick, concrete or any type masonry with 
THOROSEAL. 


Request your Lumber or Builders’ Supply 
Dealer in your home city to order for you. 


Standard Dry Wall Products, Inc. 


BOX X NEW EAGLE. PENNA. 
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Majestic 


#550 


COAL CHUTE 


72242; 
FORMED STEEL 
PRODUCT by 
Majestic 


The struc 


‘tural ad 
vantages of heavy 
gauge 


You get a "bonus" 
of long-life and fool- 
proof performance from this 
rugged, economical Majestic 
Coal Chute. It i is priced to fit 
the need for a "plus" feature 
of real quality that you can 
put into today's homes and 
still keep cost in line. The 
sturdy door, heavily rein- 
forced with deep ridges, is 
mounted on heavy-duty 
hinges permanently welded 
to the rugged formed steel 
frame. Sturdy lugs anchor 
the strong, angle-reinforced 
body solidly into the ma- 
sonry. Durable rust-resist- 
ing asphaltum finish; full 
range of sizes for any wall 
construction. Write for de- 
tails on the #550 Majestic 
Coal Chute. 


Nationally Known 
and Advertised 
for 40 Years 


formed steel 
were 
tne per 


of many 


TWO WAV 


DOUBLE-PITCH pss ANTI-SPLASH 
ее 
Жл иле 


STAINLESS STEEL CABINET SINKS . 


1. DOUBLE-PITCH DRAINBOARDS—A gradual, 
invisible pitch at all angles toward the bowl 
provides smooth, even, complete drainage. 
No channels to clean, no grooves to en- 
danger fine glassware. 


2. IN-BUILT ANTI-SPLASH RIM ON BOWLS— 
Top of bowl is curved slightly inward and 
joined to the sink top in a seamless welded 
joint, polished to a smooth, satin finish. 
This forms an anti-splash rim around the 


Stainless Steel 
CABINET SINKS 
CABINET TOPS 
SCULLERY SINKS 


i х SINK BOWLS 
entire perimeter of bowl. TOILET SHELVES 
NEW FREE BULLETIN describes Radiiluxe Sinks with LAVATORIES 


— or double bowls, with or without drainboards; 


straight, “U or "L" types...standard sizes or 
custom- bei: ated to your specifications. Write today 


STRADDLE STANDS 
and Special Units 


4610-20 W. 21st Street, Chicago 50, lilinols 
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| ity to evict all families with incomes in excess of the estab. 

| lished scale. 

| 10. (A) That the zoning ordinance and maps for the Cit 
of Chicago be amended and revised in accordance with the 

| Comprehensive City Plan for the purpose of designating 
reasonable regulations governing the use of land for resider. 
tial, commercial and industrial establishments in accordance 
with a pattern of planned population densities by neighbor. 
hood and community areas. 

(B) That an equitable and fair method of time zoning be 
developed and employed in order to eliminate within a reasor. 
able time all such uses not in conformity with the city plar 

11. That the Chicago building code be reviewed and amend. 

| ed in the light of constructive suggestions contained in the 
report submitted by the Chicago Association of Commerce 

12. (A) That labor unions be urged to adopt such policie: 
and practices as will permit the maximum possible volume (і 
residential construction through the acceptance of new mate. 
rials and methods which will both expedite—and reduce the 
cost of—new residential construction. 

(B) That in order to relieve the acute shortage of skilled 
building trades workers, labor unions immediately set up a 
broad program that will attract the maximum necessary num 
ber of apprentices, by providing greater opportunities for 
their training. 

13. (A) That the entire state and municipal tax structure 
be reviewed and amended to reduce the burden on real estate 
that real estate taxes be eased in order to encourage housing 
construction in Chicago 

(B) That, in redevc! 
according to its new use, 

14. That all existing 
enforced and amended, 
sion of smoke and soot 

In concluding the report Housing Goals for Chicago,” 
Kincaid said, "The problems involved in making homes avail- 
able for Chicago families are complex but not insurmountable 
As in other undertakings the City of Chicago's motto, We 

Will,' prevails." 


pment procedure, land be reassessed 
nce it complies therewith. 

smoke-abatement laws be rigidly 
ecessary, to eliminate excess emis- 


Mr 


BASEMENT WALLS — AND 
HOW TO WATERPROOF 'EM 


4 PROBLEM A: Dampness seeping 
F eN. through porous masonry sur- 
faces like stone, concrete, ce- 
ment or cinder block. 


SOLUTION: Apply two coats of 
Bondex Waterproof Cement 
Paint in white 
or color. This 
product seals 
the tiny cracks 
and pores that 
let moisture in. 


PROBLEM B: Water trickling 
through mortar joints, wall 
and floorline cracks, during 
and after rains. 


SOLUTION: Bondex Hydraulic 
Waterproofing should be applied 
to leak points. 
This product 
plugs such leaks 
and sets in four 
hours. Finish 
with coat of 
Bondex Paint. 


r 
Vj. oy 


n 3 
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Nydraulié |, 


` Want — for Exterior Color Schemes? 


Send for New Color Chart on Bondex Waterproof Cement Paint 
Address The Reardon Company, 2204 N. 2nd, St. Louis 6, Mo 
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IN YOUR BUILDING PLANS 


... PLAN FOR CONVERTIBLE ROOMS | 


Modernfold Doors help you achieve the practicality and efficiency 
so essential for today's design. These accordion-type doors can be 
used in any part of the house. For instance, they can be used to 
make two bedrooms out of one (as illustrated). However, if the 
entire room is needed . . . merely fold the doors to the wall. 
Modernfold means flexible living at its best! 


Fabric-covered, metal-framed, Modernfold Doors are beautiful 
colorful . . . blend perfectly with their surroundings. Then, 
wo, they save space . . . eliminate the door-swing area of ordinary 
doors. Write for full details on beautiful, practical Modernfold 
today. 


NEW CASTLE PRODUCTS 
1607 |. Street New Castle, Indiana 
Dealers in all principal cities in the United 

States and many foreign countries 


LOOK! A GUARANTEED 
SCREEN TACKER 


FOR MAKING OR REPAIRING SCREENS 


Equipped with a set of uni- 

versal reversible claws, used 

to either pull or push screen 

wire tight. A down stroke on 

the plunger 

drives а two- 

prong steel 

staple into the 

frame, holding 

screen wire firmly 

A handy TACKER tor 

numerous other ap 
plications 


Write today for a 
5-day free trial. 


1. В. CROFOOT CO. 
217 Evergreen Avenue 
Mt. Prospect, 111. 


D. or when check is sent with order. 


Wire stretching claws. 
Reversed for use with 
rabbeted screen frames 


We ship postpaid if C. O. 


| 
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Ody CHROMEDGE* 
gives your CHROMALITE 


the permanently rub-proof 
velvet-tone finish 


Chromalite's 
morkable 
ance to m 


coid 


heat 
spray, 


and long, 


abrasion 
hard 
service was thor 
oughly proved on 
army andnavy 
equipment during 
the 


wor 


سے 


In CHROMEDGE METAL TRIMS, 


you get the widest choice of smartly- 
styled mouldings for quicker, easier, 


*CHROMEDGE ех. 
truded aluminum al- 
end 
steel trims ore mode 
solely by the B & T 
Metals Company. 


soft, 


toy stainless 


more durable installation of all types 
of floor and wall materials. 
rich 
Chromalite Finish give them perma- 
nenily new-looking beauty! You'll also 
like B & T's clear-cut, dependable 
dealer policy! (Standard bright finish 


And the 


the exquisite 


tones of 


available). Write! 


Now for the first 

time, vou have & 
practical profit-producing guide, 
keved to actual conditions and 
problems which you face. With this 
exclusive Housing Institute Analy- 
sis, every broker, banker. architect, 
contractor, builder, manufacturer, 
and supplier finds ways to remove 
delaying obstacles. You will find 
authoritative answers to such ques- 
tion» as: 


How to select best type of mortgage 
to close real estate deals 

How tu take advantage of newly de- 
veloped materials and building 
methods 

How you can profit from long-term 
Government loans for land assembly 
How you should handle veterans’ 
priorities and loans 

How to adjust your business in аа. 
vance te new legislation 

How 10 avoid costly mistakes — make 
more money 


J you deal with any phase of 


$ real estate or housing, this ex- 


М clusive report is key to 
Supply 
$0 mail your special cou 
SEND NO MONEY— 


simply pay postman $5.00 plus 
Act 


your 
greater profits in 1946 
limited 


pon today 


postaye 


today. 


now. Mail coupon 


MAIL THIS 
PRIVILEGE COUPON 


TODAY» 


The Mousing institu 

Empire State Bidg 

Mew Үөги 3, м. Y 

Send me at once your special report GON 
ERNMENT HOUSING AGENCIES — MARKING 
THIM WORK FOR 191 We will pay the 
postman $4 plus postage. our only cost 


Name 

Address 

Firm . 

City state 


(o) Check here if you are enclosing check or 
money order for $5, we pa postage 


) 
ı FREE 


5 REASONS WHY... 


YOUR CUSTOMERS WILL WANT 7 


22596 


CEILING VENTILATORS 


1. Odors and vapors У „ T EY 
caught as they rise — € : س‎ а 
2. Fan blades specially JUST a "fan" no longer will suffice. Mrs. 
shaped to scoop up 

large quantities of air~ Housewife has read too many magazine 


a tented E articles emphasizing the advantages of 


sections force ait a "fan over the range." Postwar home 
against resistance — 
owners are ceiling ventilation conscious. 


4. Blower chamber Blo-Fans meet their requirements 
collects air and dis- 


charges it thru duct ONLY BLO-FAN OFFERS ALL 


THESE ADVANTAGES 
3. Available for instal- 


lation NOW! Write today for full details and name 


of local distributor ... 


PRYNE & CO., INC. 


LOS ANGELES 54, CALIFORNIA 
BRANCHES 


Easily installed—just bore one 
1” hole, insert 6 screws. Fits 1 Ve” 
to 1%”. All popular finishes— 
mode of steel, aluminum, brass 
end bronze. Cost or stomped 
handles. List price $9.60 per 
doz. up. 


J , | One / 7 / 
bore 

Recommended For Storm, Screen, Attic, 

Basement, Brooder House, Cabin, Cottage, 

Apartment and Garage - service Doors 


NATURAL PUSH-PULL ACTION 


LATCHES POSITIVELY without slamming door. 
TROUBLE FREE. EASILY INSTALLED, bore one 
l-inch hole through door and insert screws, no 
mortising or notching. 


Get display model and e supply of latches from 
your jobber. If he can’t supply you write us direct. 


"Satisfaction Guaranteed” 


Ideal La Work. 


250 E.5t STREET 
ST. PAUL I, MINN. 


+ NEW YORK . CHICAGO . HOUSTON . SAN FRANCISCO 
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International Forest Festival 
Held at International Falls, Minn. 
NTERNATIONAL FALLS, home of Minnesota and 

Ontario Paper Co. and Insulite, staged its first Inter. 
national Forest Festival recently. 

Realization of the value of good forest management and 
the economic security it provides for thousands of workers 
on both sides of the border were prime factors in the decision 
of civic and business leaders of the area to make the festival 
an annual event. The movement was headed by George Porter, 
general chairman, and Mayor Don Hodgdon. 

Lumberjack contests of many descriptions and lots of enter- 
tainment set a two-day pace. Distinguished guests headed b; 
Governor Edward J. Thye came by the hundreds from many * 
points in Canada as well as the United States. A lumberjack == 
camp set up оп the main street served flapjacks and sausages usembl« 
throughout the festival. : 
ony size 
platform 
lr any 
nent. If 
work on 

ously. | 
mantled 


mats со! 


ме... 
lermatio 


INSULITE'S float in parade held during Forest Festival. 


JOHNSON OIL BURNERS 


for lower Fuel Bills! = 


They cut the соя of 
Water Heating 


Space Heating 
Industrial Heating 


Real heating-economy depends on 
3 things: 1. The cost of the fuel. 
2. Complete combustion. 3. The 
capturing of the heat that is gen- 
erated. 

On all three counts, Johnson Oil 
Burners offer you distinct advan- 
tages. They burn the lowest priced 
oil, They burn it cleanly and com- 
pletely. And . . . most important of 
all ... they capture and use an ex- | 
ceptionally high percentage of the heat ger 
erated in combustion. 

The high efficiency of Johnson Burners is 4 
proveable fact. Your Heating Engineer сав 
tell you. And he can tell you that “Johnson 
is one of the oldest names in the oil burner in 
dustry . . . and one of the most ‚ Ask | 
him. If you want quiet, automatic heat for | 
anything from a 500-room hotel to a baker’ 
oven, Johnson Burners can supply it. 


.... fohmson Oil Burners... 


S. T. JOHNSON CO. 
940 Arlington Ave., Oakland 8, Calif. 
401 No. Broad St., Philadelphia 8, Po. 


. . one of the many 
heating units built by 
Johnson 


Am 


for 


HEATERS | 
папу [те | 
мі 


heat gen | 


way Scaffolding is speedily 
usembled into structures of 
ny size or shape. It provides 


platform areas "made to order" 
nent. It permits more men to 
vork on a single job simultane- 
шу. It сап be quickly dis- 
mantled and moved to meet 


mass construction requirements. 


те . . 


— 
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hy SAFWAY SCAFFOLDING 


“Wives Timesaving Assistance 
o BUILDING 


any construction assign- 


Distributors In Principal Cities 


MANUFACTURERS OF TUBULAR STEEL SCAFFOLOING AND EQUIPMENT 
STATE STELLT 6 , 


west TT зво MILWAUKIE ^ NSIN 


gea” Caulking Guns 


For Cartridge or 
Buik Compounds 
Precision made for longer life 
and better results. ® All work- 
ing parts accurately machined. 
4 9 Extra heavy gauge barrels. ® Uses all 

Sold with 


caulking materials—handles light oils. € Posi- 

tive ratchet drive. ® Threaded norles—no 

s bayonet joints to come loose. 9 Three popular 

LIFETIME sizes—5", 10" and 15”. List price—$6.50, 
GUARANTEE $7.50, $8.50. Write for discounts. 


WESTERN RESERVE MFG. CO. 
3708 E. 93rd St. Clevelond 5, Ohio 


BE A SUCCESSFUL BIDDER 


The successful bidder is the man who bids the right p A correct 
estimate із the foundation of any builder's success. job taken too 
Cheap results in a loss; a job bid too high is lost to a competitor. 
Whether you are a beginner or experienced in estimating, you can't 
айога to pass this offer to examine the Tamblyn System of Esti- 
mating absolutely free. 


This system is based on forty years of actual construction experience, 
and by its use you can estimate costs according to your local rates 
and conditions. Thousands have used it successfully during the 
twenty-five years it has been on the market. This year the course has 
completely revised to help you get your share of the postwar 
iness. 

Study the course for ten days absolutely free. If you decide you don’t 
want to k it, just return it. Otherwise send us $5.00, and pay the 
balance of $25.00 at $5.00 per month, making a total of $30.00 for 
the complete course. Send us your name and address today, and we 
will send you plans, specifications, estimate sheets, a copy of the 
a Labor Calculator, and complete instructions. What we say 
about this course is not important, but what you find it to be after 
you examine it is the only thing that matters. You be the judge; 
your decision is final. 


TAMBLYN SYSTEM, Johnson Building AB, Denver 2, Colo. 


Loads while you 
mix ond measures 


. For complete details on Safway Scaffolding plus specific in- 
formation on how it can assist you, write today for Bulletin No. AB 446. 


Mix up to 50 yards a day with 
JAEGER 34S "AUTO LOADER" 


Machined steel 
drum tracks. 


os you lood. 


SHAKES load into 
the drum by power. 


Automatic Shaker - Batcher 
loads QUICK -AS-A-FLASH 


Loads and measures while you mix, then 
shakes material into drum by power. 
Fast as a power loader. Mixes more 
batches a day. Ask today for our latest 
Catalog M-5. 


3'A$ Tilter; Non-Tilts 
up to 56S size 


THE JAEGER MACHINE СО. Mein Office ond Factory 


Columbus, Ohie 


REGIONAL 8 E. 48th St. 226 М. LoSalle St. 235.38 Martin Bldg. 
OFFICES New York 17, N. Y. Chicago 1, IIl. Birmingham 1, Ala. 


PUMPS - COMPRESSORS - HOISTS - LOADERS - PAVING EQPT 


PUMPS e 


MIXERS e 
BATCHING & PLACING EQUIP. 


SAWS ө ELECTRIC GENERATORS 


yu need these tools for insulation board jobs. 

Made of hard maple, light weight. Sharp, strong 
blades cut thru toughest insulation boards, leaving 
clean, smooth edge. 


enywhere in U. S. A. 

Extra Bevil- Devil Blades, of selected steel, ground 

to cut insulation board, package of 100 for $4.00, 
MANUFACTURING 


KIMBALL 2eme 


1703 GREENLEAF ROYAL OAK, MICH. 


180 


. » bot much more than that NVA permanent 
ventilated awnings (and door hoods) for the 
home provide year-round protection, beauty, 


comfort. "They're 23% cooler.” 


Straight or smartly curved, they adapt them- 
selves admirably to exterior enhancement, also 
remodeling. Extensively used on apartments, 
hotels, storefronts, and most commercial build- 


Proven product acceptance over a 7-year period 
—over two million dollars worth installed. 


Write us for information and name 
of nearest manufacturer. 


D ——— ج‎ LLAMA 


Lucrative exclusive franchises avail- 
able now in Washington, D. C., Bos- 
ton, Buffalo, Detroit, Milwaukee, 
Minneapolis, Louisville, Knoxville, 
Salt Lake City, and other territories 


| M Aum invited. 


607 College Avenue 


Dallas 1, Texas 


—äͤkͤꝛ MÀ 


U.S. REISSUE LETTERS PATENTNO. 21083 


National Ventilated Awning Co. 


| 
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SAVES MONEY 
ON SAWING! 


Learn now about the money-saving, time- 


saving Wallace No. 1 Radial Saw! 


Here’s the portable machine 
for building work, large or 
small. Does cross-cutting, 
mitering Jack-rafter cuts, 
ripping, dadoing, grooving, 
notching, bevelling, rout- 
ing, shaping, etc. 


We make a complete line of machines 
for every woodworking operation. Ci- 
vilian contractors can now buy these 
money-making machines without pri- 
orities. Write today for full informa- 
tion. 


J. D. WALLACE & CO. 
136 So. California Ave., Chicago ill. 


SPEED UP EMERGENCY HOUSIN 
Cut Spring Concreting Time 


n Half OS) SOLVAY 62005", 


Here is a short cut to speed up your building operations. When you 
add SOLVAY Calcium Chloride to your concrete mix, footings will 
vt in half the time, and enable you to pour foundation walls sooner. 
by using the same mix in the walls, they will be ready in half the 
ime for sills and studdings. With time such an important factor in 
your building operations, cut your concreting time with SOLVAY 
Calcium Chloride. 


SOLVAY SALES CORPORATION 


И Rector Street New York 6, N. Y. 


Leslie Louvers 


LESLIE 
— | roof 


p! 


Louvers for every type 
or wall provide ventilation 
against summer heat and winter 
condensation. More advanced de 
sign, easier installation and ex 
clusive features which avoid leak: 
and increase efficiency are found 
in LESLIE Louvers Roof type 
Louvers have improved baffle angle 
which permits condensation to 
drain off; deeper baffle to create 
alr pocket and separate driven 
rain from air stream. Addition of 
a drip cap prevents water from 
running under the shingles. LES 
LIE Vertical Wall Louvers are 
available in flush flange type 
sizes. 


Write for descriptive circular on 


LESLIE Slant Roof and Vertical 
Wall Type Louvers 


б — 
LESLIE WELDING CO. 
2937 W.Carroll Ave., Chicago, lll. 


RAFTER LENGTHS by BUILDERS' TOPICS 


AFTER LENGTHS. A new vest pocket book for the carpenter, estimator 
lengths, Side cuts, Plumb cuts, Deductions. For all your rafters to 
any building from one inch wide to forty feet wide. Gives the numbers to 
e square. Also gives degrees for same cuts for Radial Saws. AH 
pitches from %4 to % are given. Just open book to pitch page and 

plain print are your lengths, side cuts, etc. Any one who knows what 

er is can frame a roof correctly if he has this great book. Price, one 


REALLY A ROOFERS ACTUARY 


SEGINNERS should get Builders’ Topics simplified book on the steel square 
“ich is said to be the best ever published. Price $5.00. 


WRITE US for our big list of hard to get text books covering your trade. 
. hard to get ones. Also we are agents for the largest house plan 
America 


we ARE the original teacher of the Carpenters Framing square in five easy 
“ns by mail. Our students are scattered over the world. 
Dept. AB-310 


BUILDERS’ TOPICS „ы, 


SEATTLE !, WASH. 


THE PAINE CO. 


| 6858 STONY ISLAND AVE. CHICAGO 49 


— the most durable material for hanging windows 


SAMSON CORDAGE WORKS 
BOSTON 10, MASS. 


PAINE кх оп ANCHORS 
Stay Put 


IN MASONRY and CONCRETE 


For firm, permanent anchorage—in fragile or 
solid materials—use Paine Lead Expansion 
Anchors. They are extra strong—have stepped- 
up —9 power—and will not rust. Easily 
and quickly installed, they provide sure sup 
port for hanging electrical fixtures or mooring 
small machines and motors 


Fig. 900 (Machine Screw Type) is available in 
9 standard diams. from 6-32 to % 


Fig. 910 (Bolt and Nut Type) is available in 
l % and ½ diams. in standard lengths 


4. % 
Ask Your Hardware Dealer 
or Write for Catalog 


2959 CARROLL AVENUE 
CHICAGO 12, ILLINOIS 


Clear Spans 


long, 


in Your Building! 
Whatever you have in mind—40, 50, 60, 100 foot wide 
building—American trusses will economically span the 
clear distance between walls. 


Trusses efficiently designed to — any type ceiling or 
monorail load. Used and approved everywhere for over 
25 years. Write today for full information. 


AMERICAN ROOF TRUSS CO. 


PLAZA 


1772 


Any SIZE HOL 
cut E 
<0 Any DEPTH IN Woop 


Something new in wood-boring 

tools! Bruno Expansive Bit works like a 

lathe... requires less pressure actually pulls itself 
through. Positive lock with patented triangle blade 
Diamond grind on lead screw prevents splitting. Wide 
throat for chip clearance. Easy-to-read scale. All cutting 
surfaces of high grade tool steel. Replaceable blades. 

* Wide Cutting Range! 
No. 200-B cuts X to 1X," Diameter, $2.95 


No.201-B cuts 1½ to 32" Diameter, $4.95 
Each comes with 1 long, 1 short cutter 


Ask your jobber, or write Bruno Tools. 
Beverly Hills, California, Dept. AB-4 


BRUNO TOOLS 


Beverly Hills, California 


How many oil burner improvements 
can you find in this picture? 


theri Are SEX 


Mono-Rotoi 


here, but 
Timken 


found clsewhere 


We won't describe them 


improvements in the lom 
in the new Tim 


Wall-Flame Oil 


V hirtecn others are 


ken Silent Automatic jurncr* 


Each of these improvements adds to Timken ccon 
omy and de pendability Each is a further reason why 
Timken Silent Automatic Oil 


burners arc easier to 


sell easier to install and service more profitable 


to handle. 


Foday more than ever before, sound engineering is 
important to both buyer and seller of oil heating 
equipment. Tue 20 years of concentrated oil heating 
experience back of Timken Products, and the unparal 
leled record they established during the war years, go 
far to explain why Timken is “The Accepted Stand- 


ard” wherever quality oil heating equipment is sold 


See New Postwar 


‘All 19 Timken postwar improtem. 
the February TIMKEN HEAT magazine 


‚ f 
/ он fequesi 


ure described in detail и 
A free copy will be seni 


TIMEEN 
HEAT 


TIMKEN SILENT AUTOMATIC DIVISION 
THE TIMKEN-DETROIT AXLE CO., DETROIT 32, MICH. 


NOTE: When installed with super-sensitive thermostats fo! 
shorter, more frequent operating cycles, the fast warm-up 
of Timken Wall-Flame Oil Burners is a feature of partici 
lar advantage. Write for complete information. 


— — 


Timken Equipment at О. НМ. 1. Exposition, Philadelphia, April 23-27 
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8 Cabinet Door Sct shown 

e with rabbeted doors 

о ornamental hinge is 

mac offset. Set consists of 

one | offset ornamental 

hinges '06 cabiret latch 

with soli *. Furnished in 

any finish d one dozen 
sets in a bo h screws. 


See your Nai for other 
items of Nation rdwo e 
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